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In ordering publications listed in this catalog, it should be noted that only 
those marked with an asterisk (*) are obtainable from the Superintendent of 


Documents. 
Publications marked with a farad (#) are sold by the National Technical 


Information Service, Springfield, VA 22151. 
Where a single dagger (7) is the distribution symbol, application should be 


made directly to the department or bureau issuing the document. 


* For sale by SuperinTenDENT oF DocuMENTS 


® For sale by National Technical Information Service, Springfield, 
VA 22151 


t Distribution made by Issuing Office. Not definitely available if 
unaccompanied by a price 
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SIZES OF PUBLICATIONS 


Symbols used to designate sizes of publications listed in this catalog 
are as follows: 





a 6-12 inches high and width more than % of height 

large 4°....... over 12 inches high and width more than 3% of height 

smal] 4°_______ under 6 inches high and width more than % of height 

8° 8-10 inches in height (size not given in entry except 
where publication is narrow or oblong) 

large 8... 10-12 inches in height 

ee 7-8 inches in height 

a 6~7 inches in height 

—_ TE 5-6 inches in height 

4-5 inches in height 

a up to 4 inches high 

_ See above 12 inches in height 

narrow..._...- width less than % of height 


es width more than height 
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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, DC 20402. PRICE 75 CENTS PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBSCRIPTION PRICE $7.00 PER YEAR (INCLUDING INDEX) 
$1.75 ADDITIONAL FOR FOREIGN MAILING 

THIS ISSUE $8 





PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. All information in regard to 
title, series, classification, distribution, and price given in these listings is pre- 
i subject to change when the publications actually come from the 
press. Those so marked will be sent tc depository libraries, providing that, at 
the time of going to press, the libraries were on list to receive the items under 
which these publications will be distributed. 


Agricultural charts, 1971 handbook. (Agriculture Department, Agriculture hand- 
book 423.) 65c. @ A1.76: 423 
Alcohol, some questions and answers. (National Institute of Mental Health.) 
15c. $11.25/100. @ HP 20.2402: Al 1/6 
Career opportunities for psychiatric nurses. (National Institute of Mental 
Health, HSM 71-9049.) 35c. @ HE 20.2402 : P 95/5 
Catalog of pesticide NMR spectra. (Water Quality Office, Water pollution con- 
trol research series 16020 EWC 04/71.) $1.50. @ BP 2.10: 16020 HWC04/71 
Cigarette smoking, some questions and answers. (National Institute of Mental 


Health, HSM 71-9064.) 10c. $5.50/100. @ HE 20.2402: C 48 
Comparison of two pole spacing for low-cost house _——s aaeser es ty De- 
partment, Miscellaneous publication 1204.) 10c. A 1.38 : 1204 
Credit sales by dealers in personal property. Ciubsowed Revenue Service, Tax 
information, IRS publication 512.) 10c., $7.50/100. @ T 22.44/2: 512/4 
Displaced employee program. (Civil Service Commission, Federal employee 
fact 12.) 10. @ OS 1.59: 12 
Food service industry: Type, quantity, and value of foods used. (Agriculture 
Department, Statistical bulletin 476.) $4.00. @ A134: 476 


Foreign bacterial and fungus diseases of food, forage, and fiber crops: An 
annotated list. (Agriculture Department, Agriculture handbook 418.) $1.00. @ 
A1.76: 418 
Health care facilities, existing and needed; Hill-Burton state plan data as of 
January 1, 1969. (Health Care Facilities Service, Health facilities series, 
publication (HSM) 72-4004.) $1.00. @ HB 20.2511 : H 34 
Initial reports of the deep sea drilling project, v. 8, Honolulu, Hawaii to Papeete, 
Tahiti, October to December, 1969. (National Science Foundation.) $12.75. @ 
NS 1.2: D36/2/v. 8 
Magnetohydrodynamic power generation with the combustion products of char. 
(Coal Research Office, Research and development report 65.) 75c. @ 
I 68.10: 65/int.1 
Members of Borden formation are in cee ae 
(Geological Survey, Bulletin 1354-B.) 15c. : 1354-B 
Municipal labor-management relations: | a of caine develop- 
ments in Milwaukee, 1960-70. (Labor Statistics Bureau, Bulletin 1720.) 
$1.25. @ L2.8: 1720 
Nursing care of outpatients with acute Leukemia, a nursing clinical conference 
presented by the Nursing Department of the Clinical Center, National In- 
stitutes of Health. (National Institutes of Health.) 20c. @ HE 20.3021: L57 
Opinion leadership and communiéation linkages among agricultural educators. 


(Education Office.) $1.00. @ HB 5.2: Ag 8/2 
Pay structure of Federal Civil oe June 30, 1970. (Civil Service Commission, 
Pamphlet SM 33-70.) 50c. OS 1.48: SM 33-70 


Phosphorus removal and disposal from municipal wastewater. (Water Quality 
Office, Water pollution control research series 17010 DYB 02/71.) $1.2. ©@ 
EP 2.10: 17010 DYB 02/71 

Postglacial lahars from Mount Rainier volcano, Washington. ces Sur- 
vey, Professional paper 677.) $2.00. @ 119.16: 677 











IV GovERNMENT PUBLICATIONS 


Proceedings of conference on man’s health in a changing arctic environment, 
held at Fairbanks, Alaska, May 12 to 14, 1970. (Community Environmental 
Management Bureau, DHEW publication (HSM) 72-10001.) 65c. @ 

HE 20.2852: Ar 2 

Progress of public education in United States. (Education Office, Miscellaneous 
publication OE 10005-70-C.) 6c. @ HE 5.210: 10005-70-C 

Protective services project for older adults. (Community Service Administra- 
tion.) $1.25. @ HE 17.702: 011 

Questions asked by U.S. taxpayers abroad. (Internal Revenue Service, IRS 
publication 569.) 15 c., $11.25/100. @ T 22.44/2 : 5690/4 

Reductions in force in Federal agencies, August 1971. (Civil Service Commis- 
sion, Federal employee fact 13.) 10c., $5.00/100. @ CS 1.59: 13 

Rural electric borrowers, annual statistical report, 1970. (Rural Electrification 
Administration.) $2.00. @ A 68.1/2 : 970 

Soil and water conservation activities for scouts. (Agriculture err 
Program aid PA-978.) 25c. @ 1.68 : 978 

Tri-penta greenhouse, —e plan. (Agriculture Department, gece 
publication 1211.) 5c. A 1.38: 1211 

Your exemptions and a ee for dependents. (Internal Revenue Service, 
IRS publication 501.) 15c., $11.25/100. @ T 22.44/2: 501/4 
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Abbreviations 









































add addition, addendum, | n.d no date. 
addenda. n. p no place. 
amdt., amdts_______ o—_seee ent, amend-| no, nog___________. number, numbers. 
avv...__.......... apnendix. anvnendixes. | 2--------------"-- page, pages. 
bk., pce ae + mgt St Sea pages of plates. 
chap chapter, chapters. og eh, souls eemaaRSa mee. Pp bot dg ph, para- 
Cong. Congress. RS eee Fe plate, plates. 
Dept Department. OO RE ae portrait, portraits. 
doc document. SES AS part, parts. 
ape OO ER facsimile, facsimiles. |p) = report. 
fiscal year. s .- Senate, Senate bill. 
G.H.A__--------_-. Greenwich hour angle. |g, Con. Res__--__--. Senate concurrent reso- 
H -. House. lution. 
H. Con. Res__------ House concurrent reso- | §. doe______-__--_-- Senate document. 
lution. 8. ex. doc___-_----- Senate executive docu- 
BD ita thptindienins House document. ment. 
MO, Gees 6 House executive docu- | §, ex. rp___-------- Senate executive re- 
ment. port. 
| ey House joint resolution. | §. J. Res_____------ Senate joint resolution. 
3 SMES Terese House of Representa- | §S. Res___.__-------- Senate resolution. 
tives, House bill. Ne EN 2 Senate report. 
, A EAS House resolution. SR A “ESS section, sections. 
Rn tle dewnees House report. ibs ce cdi session, sessions. 
il illustration, illustra- | Stat. L-.__._..----- Statutes at large. 
tions. ee ow See eS supplement. 
SEES See E Ee ee inch, inches. “RE Sa table, tables. 
lat latitude. RS tad Treasury. 
yaar PERSIE See longitude. Rice ciiincicapennkasepawep volume, volumes. 
m . mile. Cbg Dirccitdiee nine versus. 








Common abbreviations for the names of States, months, etc., are also use 
An explanation of the symbols used to designate sizes of publications is Pais on the 
inside of the front cover. 


Explanation 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ ] in titles are given for information, 
but do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 


VI 





General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication going to one address, on condition that 
they will adhere to the public sales price set by the Superintendent of Docu- 
ments and that publications shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LIST 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
of Documents. Each list contains annotations and prices, and may be obtained 
free upon application to the Superintendent of Documents. 


CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of Congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress. Sales copies of a few of the more 
important ones are printed. The availability of those not for sale is indicated 
in the individual entries. 

vir 








HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent 
of Documents are indicated by an asterisk (*) preceding the price. Those 
for sale by the National Technical Information Service are indicated by a 
farad (#) preceding the price. A black dot (@) indicates that the publication 
has been or will be sent to depository libraries. A dagger (+) indicates that 
application should be made to the department, bureau, or agency issuing the 
document. A double dagger (¢) indicates that the document is printed for 
official use and is not obtainable. Whenever additional information concerning 
the method of procuring a document seems necessary, it will be found under 
the name of the bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give (if 
known) the name of the publishing department, bureau, or agency, and the title, 
together with the classification number which is added to the entry at the ex- 
treme right; order the congressional documents and reports by the title, together 
with the document or report number and the Congress, e.g., H. Doc. 108, 88th 
Congress. 

Do not use the L.C. card number in ordering a publication from the Superin: 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DO 20402, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Currency may be sent at 
sender’s risk. Foreign remittances should be made either by international money 
order or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5¢ 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from this office. Address order 
to Superintendent of Documents, Government Printing Office, Washington, DC 
20402. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittances must cover such postage. In computing foreign postage, 
add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Public Documents Department. It is also used 
as a catalog number for sales stock of this office. The shilling mark (/) sep- 
arates what would ordinarily be superior or inferior numbers or letters, as it is 
not practicable to print these numbers or letters as superiors or inferiors in the 
Monthly Catalog. 





New Classification Numbers 


Assigned January-December 1971 


Nors.—New classes appearing for the first time in this issue of the Monthly Catalog 


are listed in italics. 


ee 
A 13.85: nos. 
re a ee | 





A 57.6/3: CT 





A 57.46/6-2: date_.__...-.... 


A 88.11/17-2: date_...__.__-- 


2 ee Sn ee 


A 98.11: v.nos.& nos__.._______ 


A 99.7:-—.8: Reserved 
A 99.9: date ie 








A 100.3: -.8: Reserved 
A 100.9: nos 





C 1.32/7: nos. 
C 1.58: v.nos.& nos__________- 





C 1.59: nos 
C 1.60: nos. 








Forest Service. 
Equipment development and test programs. 
progress, plans, fiscal year. 
Training texts (numbered). 
Information Office. 
Response, report on actions for a _ better 
environment. 
Soil Conservation Service. 
em, oe guides [for areas]. 
Note.—See, for earlier publications A 57.6/2: 


(CT). 
Fall water supply summary for Utah and Fed- 
eral-state-private cooperative snow surveys. 
Consumer and Marketing Service. 
Summary of cotton fiber and processing test 
results, crop of [year]. 
Economic Research Service. 
World agricultural situations, WAS (series) 
[numbered]. 
Food and Nutrition Service. 
Food and nutrition (bimonthly). 
Exporting Marketing Service. 


Orderly liquidation of stocks of agricultural 
commodities—annual report by Secretary of 
Agriculture. 

oTE.—See, for earlier class, A 1.102 :(date). 
Foreign Economic Development Service. 

Annual report. 

Annual summary. 

General publications. 


Foreign economic development reports (num- 
bered). 


Commerce Department. 
Telecommunications Office : Press releases. 
Commerce today (biweekly). 


NotTs.— 8 International Commerce, c 42.8: 
(v.nos.& nos. 


loneapherte predictions (m ). 
Norn.—See, for earlier sr, 2.10 :(nos.). 
O=/ame research re 


ports. 
oTE.—Issued by Office lly > ~~ qm 
Institute of Telecommunication Scien 





C 3.134/4: nos. 





C 3.245/4: date/v.nos__.__~--. 





C 3.246: nos 
C 13.37/6: nos. 





C 13.53: nos 





© 13.54: date 





C 21.5/4: v.nos.& nos_ 


C 41.BDCOT 





C 41.6/2-2: nos 





C 41.6/4-2: nos____--_- 


C 41.6/5-2: nos 








C 41.42/4: date 


© 41.112/2: date 





C 41.112/3: date 





C 42.15/3-3 : CT_------ 


C 42.33: CT. 








C 46.7/2: date 
C 47.15/3: date 





C 47.15/4: date 





© 47.16: nos. 





C 51.9/8: v.nos.& nos_ 





























GovERNMENT PUBLICATIONS 


Census Bureau. 
Congressional district data, CDD-(series). 
Census of construction industries: Bound 
volumes. 
Computerized geographic coding series GE 60. 
National Bureau of Standards. 
Liquefied natural gas, literature survey (quar- 
terly). 
NBS consumer information series. 
Electromagnetic metrology, current awareness 
service (monthly). 
Patent Office. 
Official gazette of United States Patent Office: 
Trademarks. 
Domestic Commerce Bureau. 
Official texts. 
Nore.—See, for earlier class, C 41.BDSAOT. 
DPS regulations (mumbered ) 
DMS orders. 
Nots.—-Formerly BDSA orders, C 41.6/4 :(nos.). 
BDC notices. 
Industrial outlook and economy at midyear 
(nguienemnl)- 
B.—Replaces C 41.2:Ec 7/(date) and 
S ry 42/8: (date). 
United States exports of aluminum. 
United States imports of aluminum. 
International Commerce Bureau. 
Foreign production and commercial reports, 
cumulative indexes [by subject]. 
Global market survey. 
Economic Development Administration. 
Industrial news. 
United States Travel Service. 
Major metropolitan market area (quarterly). 
Arrivals anu departures by selected ports 
(semiannual). 


(Travel folders] USTS (series). 
paren for earlier publications, C 47.2: 


National Technical Information Service. 
U.S. Government research and development re- 
porta (semimonthly ). 
oTn.—See, for earlier class, C 41.21 :(v.nos.& 
wake 
Environmental Science Services Administration. 
Environmental data bulletin (bimonthly). 
ESSA science and engineering (biennial). 
Nots.—See, for earlier publication, C 52.2: Sci 2. 
National Oceanic and Atmospheric Administra- 
tion. 
Annual report. 
General publications. 


Regulations, rules and instructions. 
Press releases. 


Monthly weather review. 
Nots.—See, for earlier class, C 30.14 :(v.nos.& 
nos.). 
Federal Coordinator for Meteorological Serv- 
ices and Supporting Research, FCM (series). 
NOAA technical reports. 
Nors.—See, for earlier publications, C 52.15: 
(letters—nos.). 
NOAA technical memorandums. 
Norpg.—See, for earlier publications, C 52.15/2: 
(letters—nos. ). 


NOAA program plans. 





C 55.16: date 








C 55.17: nos 
C 56.18: Reserved 
OC 56.19: nos_ 





OC 55.20: nos 





C 55.21: -.70: Reserved 


O 55.71: nos. 





C 65.72: CT 





C 55.73: -.100 : Reserved 


C 55.101 : date 








C 55.102: CT 
O 55.108 : —105: Reserved 
© 55.106: CT 





C 55.107: Reserved 
© 55.108: CT 





O 66.106/2: nee... 
C 565.109: v.nos.& nos_______ 


© 55.110: date 





© 55.110/2: date 








C 55.110/3 : date 


C 65.111: date 





© 6.198: Ct... dil =a 
© 55.113: v.nos.& nos_______ 


C 55.114: Reserved 
C 55.115: date 





C 55.116: —.189 : Reserved 


C 55.190: CT 





© 55.191 : ~.200 : Reserved 





C 55.201 : date 
C 55.202: CT 





C 55.208 : date 





O 55.204 : -.208: Reserved 


C 55.209: v.nos.& nos_____._ 


© 65.210: v.nos.& nog___.__. 


CO. BO LIO/e 2 OP a cine tabiccccen 
C 65.211: v.nos.& nos_______ 


Decemper 1971 x1 


Federal plan for marine environmental predic- 
ition, fiscal year. 
NOAA publications announcements. 


NOAA photoessays (numbered). 
Natural disaster survey reports (numbered). 


National Oceanographic Instrumentation Center. 
National Oceanographic Instrumentation Cen- 
ter: Instrument fact sheet, IF‘S—(series). 
Nots.—See, for earlier class, D 203.32/2 :(nos.). 
National Oceanographic Instrumentation Cen- 
ter publications. 


National Weather Service. 
Annual report. 
General publications. 


Regulations, rules, and instruction 
Nots.—See, for earlier class, C 30 6: (CT). 


Handbooks, manuals, guides. 
Nora .—Bee, for earlier pn C 30.6/2:(CT). 


Weather Service observing handbooks. 
Norg.—See, for earlier class, C 30.6/6 :(nos.). 


Average oy | weather outlook. 
la ‘or earlier class, C 30.46 :(v.nos.& 
nos. 
Ohio river summary and forecasts. 
Norgr.—See, for earlier class, C 30.54/17 : (date). 
River summary and forecasts [Memphis, Tenn. 
area.]. 
Nots#.—See, for earlier class, C 30.54/7 : (date). 


Missouri-Mississippi river summary & fore- 


casts. 
Notr.—See, for earlier class, C 30.54 : (date). 
Cpsaations of National Weather Service. 
oTn.—See, for earlier class, C 30.83 : (date). 
Pa... weather service charts. 
Notr.—See, for earlier class, C 30.22/6:(CT). 
Water supply outlook for western United 


States, water year. 
+, a me for earlier class, C 80.85:(v.nos.& 
nos.). 


Numerical weather prediction activities, Na- 


tional Meteorological Center. 
Notn.—-See, for earlier issue, C 30.2: N 91/970. 


National Meteorological Center. 
National Meteorological Center publications. 


Environmental Data Service. 
Annual report. 
General publications. 


Environmental data bulletin. 
Notz.—See, for earlier class, C 52.3/2 : (date). 


Weekly weather & crop bulletin. 
— for earlier class, C 30.11 :(v.nos.& 
nos. 
Mariners weather log (bimonthly). 
— for earlier class, C 30.72 :(v.nos.& 
nos. 
Mariners weather log (separates). 


ae — 4 climatic data for the world. 
7 oTn.—See, for earlier class, C 30.50 :(v.nos.& 
nos. ). 








xiI GoveRNMENT PuBLICATIONS 


O 56.212: v.nos.& nos__....... 


© 56.218: date/nos__......._. 





C 55.218/2: date. 


O 56.214: v.nos.& nos___- 
© 56.214/2 : v.nos.& nos 
CO 56.214/8: v.nos.& nos._ 
© 56.214/4: v.nos.& nos__ 
OC %.214/5: v.nos.& nos_. 
© 55.214/6: v.nos.& nos_. 
O 56.214/7 : v.nos.& nos__ 
O 56.214/8 : v.nos.& nos__ 
O 56.214/0: v.nos.& nos. 
CO 55.214/10: v.nos.& nos_ 


O 86.214/11: v.nos.& nos_ 


CO 56.214/12: v.nos.& nos___._. 


© 86.214/13: v.nos.& nos_ 


C 86.214/14: v.nos.& nos______ 


O 565.214/15: v.nos.& nos_____- 


© 8.214/16: v.nos.& nos_ 


© 86.214/17: v.nos.& nos 


O 86.214/18: v.nos.& nos_____- 


O 55.214/19: v.nos.& nos______ 


O 86.214/20: v.nos.& nos_. 


C 55.214/21: v.nos.& nos_ 


Comm. data (monthly). 
5 otm.—See, for earlier class, C 30.74 :(v.nos.& 
nos. 
Daily weather maps, weekly series. 
Nors.—See, for earlier p Boe C 52.11/2 : (date). 
Daily series, synoptic weather maps: 
Northern Hemisphere sea level and 500 mil- 
libar charts (monthly). 
Notn.—See, for earlier class, C 30.49 :(date). 
Climatological data : National summary. 
eo for earlier class, C 30.51 :(v.nos.& 
nos.). 
Climatological data : Alabama. 
‘ = 5 iad for earlier class, C 30.18/3:(v.nos. 
Climatological data: Alaska. 
«gs -—See, for earlier class, C 30.21 :(v.nos.& 
nos. 
Climatological data : Arizona. 
oTm.—See, for earlier class, C 30.18/4 :(v.nos. 
& ak 
Climatological data : Arkansas. 
a — for earlier class, C 30.18/5:(v.nos. 
Gimatieaical data : California 
, for earlier class, Cc 30.18/6 : (v.nos. 
& pe 
Cinaitenicnl data : Colora 
ioTm.—See, for earlier ee. C 30.18/7 :(v.nos. 
& ay 
Ciimatebaginal data : Florida. 
oTn.—See, for earlier class, C 30.18/8 :(v.nos. 
& our 
Climates cal data : Georgia. 
a one , for earlier class, C 30.18/9 :(v.nos. 
aan 


Climatological data : Hawaii. 
— for earlier class, C 80.19 :(v.nos.& 
nos. 
Otimastological data : Idaho. 
oTn.—See, for earlier class, C 80.18/10 :(v.nos. 
& ae ). 
a ee data : Illinois. 
‘oTn.—See, for earlier class, C 30.18/11 :(v.nos. 
& ae 
Climatological data: Indiana. 
Nots.—See, for earlier class, C 30.18/12 :(v.nos. 
& nos.). 
Climatological data : Iowa. 
Nors.—See, for earlier class, C 30.18/13 :(v.nos. 
& nos.). 
Climatological data : Kansas. 
wt. for earlier class, C 30.18/14 :(v.nos. 
eg cal data : Kentucky. 
a . ter 9 Fz class, C 30.18/15 :{v.nos. 
an 
Climatological data : Louisiana. 
s Bilan for earlier class, C 30.18/16 :(v.nos. 
Climatological data: Maryland and Delaware. 
—, for earlier class, C 20.18/17 :(v.nos. 
Climatological data : Michigan. 
—_ for earlier class, C 30.18/18 :(v.nos. 
Climatological data : Minnesota. 
—— for earlier class, C 30.18/19 :(v.nos. 
be ca dota: Mississippi. 
oTn.—See, for earlier class, C 80.18/20 :(v.nos. 


PRs 





O 56.214/22: v.nos.& nos_....- 
© 55.214/23: v.nos.& nos______ 
OC 65.214/24 : v.nos.& nos_____- 
© 56.214/25: v.nos.& nos______ 
C 56.214/26 : v.nos.& nos___.._ 
O 86.214/27 : v.nos.& nos_____- 
O 66.214/28 : v.nos.& nos... 
C 55.214/29: v.nos.& nos____._ 
OC 55.214/30: v.nos.& nos____.- 
O 55.214/31: v.nos.& nos______ 
O 55.214/32 : v.nos.& nos.____- 
© 55.214/33: v.nos.& nos______ 
O 56.214/34: v.nos.& nos______ 
O 55.214/385 : v.nos.& nos__.._- 
O 55.214/36: v.nos.& nos_____ 


O 55.214/387 : v.nos.& nos._.._. 


© &.214/38: v.nos.& nos.._____ 
O 55.214/39: v.nos.& nos.____- 
O 86.214/40: v.nos.& nos.____ 
O 86.214/41: v.nos.& nos.__.._ 
O 85.214/42 : v.nos.& nos__..._ 
O 56.214/48 : v.nos.& nos...___ 


O 86.214/44: v.nos.& nos___.___ 


Dnormere 1971 


Climatological ote: ee Missouri. 
“a: earlier class, C 80.18/21 :(v.nos. 


Caeeeeical data : Montana. 
awh oTn.—See, for earlier class, C 80.18/28: (v.n0s. 
Climatological data : Nebraska. 
a armas for earlier class, C 30.18/23 :(v.nos. 
Climatological data : Nevada. 
uaa for earlier class, C 30.18/24 :(v.nos. 
Climatological data: New Dngland. 
s _— for earlier class, C 30.18/25 :(v.nos. 
nos. 
Climatological data: New Jersey. 
Notn.—See, for earlier class, C 80.18/26 :(v.nos. 
& nos.). 
Climatological data: New Mexico 
Nortn.—See, for earlier class, C 30. 18/27 :(¥v.nos. 
& nos.). 
Climatological data: New York. 
a a .—See, for earlier class, C 30.18/28 :(v.nos. 
nos. 
Climatological data: North Carolina. 
a — for earlier class, C 30.18/29 :(v.nos. 
nos. 
Climatological data: North Dakota. 
. —- for earlier class, C 30.18/30 :(v.nos. 
nos. 
Climatological data : Ohio. 
Nots.—See, for earlier class, C 30.18/31 :(v.nos. 
& nos.). 
Climatological data: Oklahoma. 
Nors.—See, for earlier class, C 30.18/32 :(v.nos. 
& nos.). 
Climatological data : 
Notz.—See, for earlier class, C 80.18/38 : (v.nos. 
& nos.). 
Olimatological data: Pacific. 
a —_- for earlier class, C 30.19/2:(v.nos. 
nos, 
Climatological data : Pennsylvania. 
a —. for earlier class, C 30.18/34:(v.nos. 
nos. 


Climatological data: Puerto Rico and Virgin 
Islands. 


a oo for earlier class, C 30.20/2:(v.nos. 
nos. 
Climatological data: South Carolina. 
am for earlier class, C 30.18/35 :(v.nos, 
Climatological data: South Dakota. 
um for earlier class, C 30.18/36 : (v.nos, 
Climatological data : 
a oo for earlier class, C 30.18/87 :(v.nos. 
nos. 
Climatological data : Texas. 
a for earlier class, C 30.18/88 :(v.nos. 
Climatological data : Utah. 
Pe gee for earlier class, C 30.18/39 : (v.nos. 
Climatological data : Virginia. 
wae. for earlier class, C 30.18/40 :(v.nos. 
Olimatological data: W: 


ashington. 
ona for earlier class, C 80.18/41 :(v.nos. 
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© 56.214/45: v.nos.& nos__._._ 
O 56.214/46: v.nos.& nos_____- 
O 56.214/47 : v.nos.& nos______ 


O 66.215: nos 





C 565.216: v.nos.& nos_____-.-- 
© 56.216/2: v.nos.& nos_____-- 
C 55.216/3: v.nos.& nos__---~-- 
O 55.216/4: v.nos.& nos____-._ 
O 55.216/5 : v.nos.& nos___..-- 
O 65.216/6: v.nos.& nos______- 
O 55.216/7 : v.nos.& nos____._- 
C 55.216/8: v.nos.& nos_______ 
O 55.216/9: v.nos.& nos____..- 
O 55.216/10: v.nos.& nos___.._ 
C 55.216/11: v.nos.& nos______ 
O 56.216/12: v.nos.& nos_____- 
© 55.216/13 : v.nos.& nos___-_- 
C 65.216/14: v.nos.& nos____.- 
CO 55.216/15 : v.nos.& nos_____- 


© 56.216/16: v.nos.& nos_____- 


C 56.216/17 : v.nos.& nos_____- 
O 55.216/18 : v.nos.& nos__._.- 
O 55.216/19 : v.nos.& nos____._ 
O 55.216/20 : v.nos.& nos______ 


O 66.216/21: v.nos.& nos_.___._ 


Olimatohogicn! data: West V Vieginle. 

‘ aa for earlier class, C 30.18/42 :(v.nos. 
Climatological data : Wisconsin. 

Notz.—See, for earlier class, C 30.18/43 :(v.nos. 


& nos.). 
Climatological data: Wyoming. 
Nots.—See, for earlier class, C 30.18/44 :(v.nos. 


& nos.). 
Setar emynyeteat data [reports]. 
Norn. , for earlier class, C 52.18 :(nos.). 
Prepared by Environmental Research Labo- 
ratories. 
Hourly precipitation data: Alabama. 
Notge.—See, for earlier class, C 30.59 :(v.nos.& 


08.). 
Hourly precipitation data: Arizo 
i IP TH.—See, for earlier class, C "30. 59/3 :(v.nos. 
nD 
enn precipitation data: Arkansas. 
— for earlier class, C 30.59/4 :(v.nos. 


Hourly seiheiatintion data : California. 
ane oTE.—See, for earlier class, C 30.59/5 :(v.nos. 


). 
Houny precipitation data : Colorado. 
aoe Nore.—See, for earlier class, C 30.59/6:(v.nos. 


nos.). 
Hourly precipitation data : Florida. 
Pe Nots.—See, for earlier class, C 30.59/7 :(v.nos. 


). 
Hour recipitation data: Georgia. 
_ ona.—Bee, for earlier class, C 30.59/8 :(v.nos. 


Hourly precipitation data : waii. 
oo for earlier class, ag 80.50/46 : (v.nos. 


Hourly saéiliattaslien data : Idaho 
oTn.—See, for earlier class, c '30.59/9 : (v.nos. 
& ie ). 
Hously precipitation data : Illinois. 
Nors.—See, for earlier class, C 30.59/10: (v.nos. 
& nos.). 
Houay precipitation data: Indiana 
oTn.—See, for earlier class, C 30. 59/ 11 :(v.nos. 
& baat 
Hourly precipitation data: Iowa. 
orTn.—See, for earlier class, C3 30.59/12 :(v.nos. 
& mae 
Hourly precipitation data : Kansas. 
Notn.—See, for earlier class, C 30.59/13 : (v.nos. 
& nos.). 
Meus precipitation data: Kentuc 
ween .—See, for earlier class, C 30.5: /14: (v.nos. 
Hourly precipitation data: Louisiana 
a besey ™.—See, for earlier class, C 30. 59/15: (v.n0os. 


Hourly precipitation data: Maryland and 


ware. 
Notz.—See, for earlier class, C 30.50/16 :(v.nos. 
& nos.). 
Hourly precipitation data: Mic 
a bans .—See, for earlier class, C 30.59/17 :(v.nos. 
Hourly precipitation data : Minnesota. 
ao Nort pose for earlier class, C 30.50/18 :(v.nos. 
nos. 
Hourly recipitation data : Missiostent. 
& ona. ee, for earlier class, C 30.59/19 : (v.nos. 
a le 
Hourly precipitation data: Missouri. 
‘ Nose ee og earlier class, C 30.59/20 :(v.nos. 


Howie petal itation Geta : Montana. 
s Nowa.—fee, £0 earlier class, C 80.59/21 :(v.nos. 
nos.). 





OC 55.216/22: v.nos.& nos__..--_ 


C 55.216/23 : v.nos.& nos_____- 


C 55.216/24: v.nos.& nos____--. 


C 55.216/25 : v.nos.& nos__._--. 


C 55.216/26 : v.nos.& nos___---. 


C 56.216/27 : v.nos.& nos___.--. 


C 55.216/28 : v.nos.& nos____--- 


C 55.216/29 : v.nos.& nos____-_-. 


O 55.216/30: v.nos.& nos____~-. 


C 55.216/31 : v.nos.& nos___-_--. 


O 55.216/32 : v.nos.& nos_____-. 


C 55.216/38 : v.nos.& nos____--. 


C 55.216/34: v.nos.& nos___--. 


C 55.216/35 : v.nos.& nos____--. 


C 55.216/36 : v.nos.& nos_____-. 


C 55.216/37 : v.nos.& nos 


C 55.216/38 : v.nos.& nos 


© 55.216/39 : v.nos.& nos_____-_ 


C 55.216/40: v.nos.& nos__.___ 


© 55.216/41: v.nos.& nos. 


C 55.216/42: v.nos.& nos 


C 55.216/48 : v.nos.& nos__._._ 


C 55.217 


C 55.218: 
C 55.219: 


SRDS inti setlnitin cs 


Reserved 
nos. 
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Hourly precipitation data: Nebraska. 
re — for earlier class, C 30.59/22 : (v.nos. 
nos. 
Hourly 5 precipitation data : Nevada. 
Nors.—See, for earlier class, C 30.59/23 :(v.nos, 
& nos.). 
Hourly precipitation data: New Bngland. 
‘ = for earlier class, C 30.59/24 :(v.nos. 
nos. 
noe precipitation data: New Jersey. 
oTE.—See, for earlier class, C 30.59/ 5: (v.nos. 
& Renny 
Hourly precipitation data: New Mexico. 
Norn.—See, for earlier class, C 30.59/26 :(v.nos. 
& nos.). 
Hourl oe itation data: New York. 
Nor : : , for earlier class, C 30.59/27 :(v.nos. 
& sents 
Howey precipitation data: North Carolina. 
oTE.—See, for earlier class, C 30.59/28 : (v.nos. 
& aoe “ai 
Hourly precipitation data: North Dakota. 
Notw.—See, for earlier class, C 30.59/29 :(v.nos. 
& nos.). 
Hourly precipitation data: Ohio. 
a ee for earlier class, C 30. 59/30 : (v.nos. 
nos. 
——. precipitation data : Oklahoma. 
TB.—See, for earlier class, C 30.59/81 :(v.nos. 
& ba 
— precipitation data: Oregon 
. — .—See, for earlier class, C 30. 0.59/82 : (v.nos. 
nos 
Hourly precipitation data : Pennsylvania. 
‘ —— for earlier class, C 30.59/33 :(v.nos. 
nos.). 
Hourly precipitation data: South Carolina. 
‘ Sore for earlier class, C 30.59/34 :(v.nos. 
nos 
wom precipitation data : South Dakota. 
oTe.—See, for earlier class, C 30.59/35 : (v.nos. 
& ar 
Hourly precipitation data : Tennessee. 
Nots.—See, for earlier class, C 30.59/36 :(v.nos. 
& nos.). 
Hourly precipitation data : Texas. 
Nors.—See, for earlier class, C 30.59/37 :(v.nos. 
& nos.). 
Hourly precipitation data: Utah. 
a 5 ada for earlier class, C 30.59/38 :(v.nos. 
nos.). 
Hourly precipitation data: Virginia. 
Nors.—See, for earlier class, C 30.59/39 :(v.nos. 
& nos.). 
Hourly precipitation data : Washington. 
Note.—See, for earlier class, C 30.59/40: (v.nos. 
& nos.). 
Hourly precipitation data : West Vi 3 
Nots.—See, for earlier class, C 30.59/41 : (v.nos. 
& nos.). 
ree precipitation data: Wisconsin. 
oTse.—See, for earlier class, C 30.59/42 :(v.nos. 
& aa. 
Hourly precipitation data: Wyoming. 
. me .—See, for earlier class, C 30.59/43 :(v.nos. 
nos 
Local climatological data. 
Nortw.—See, for earlier class, C 30.56 : (date). 


Key to meteorological records documentation 
[miscellaneous reports]. 
Nors.—See, for earlier class, C 30.66/2 :(nos.). 





xvI 





GoveRNMENT PUBLICATIONS 


C 565.220: nos- 


C 565.221: 


C 55.222: 


O 65.223: 
© 55.280: 
C 55.231: 
O 55.282: 
C 55.290: 
C 55.291: 


O 56.292: 


C 55.801: 
C 55.302: 
C 55.308: 
C 55.304: 


O 56.805: 
OC 55.309: 





nos. 





date 





—.279 : Reserved 


v.nos.& nos........- 


CT 
~.289 : Reserved 





nos. 





date. 





-.300 : Reserved 


date 
CT 
Reserved 


TOS. 


—.308 : Reserved 
date. 

















C 55.309/2: nos 
C 55.309/8 : nos. 





C 55.309/4: nos 





C 55.309/5 : nos 


C 56.310: 





v.nos.& nos_.___.--- 


OC 55.310/2: v.nos.& nos_______ 


C 55.311: 


© 55.312: 
© 55.3138: v. 
© 55.314: 
O 55.315: -. 
C 55.401: 


C 55.402: 
C 56.408: 
O 55.409: 


O 55.410 


v.nos.& nos____.._-- 











-.408 : Reserved 
date 





: V.nos.& nos_________ 


World Data Cae wal Pi. sl atmosphere 
geophysics, report series 
Nore. See, for earlier class, C 52.16/2:(nos.). 
Climatography of United States: Climates of 
the States. 
Nortg.—See, for earlier class, C 30.71/3 :(nos.). 


Environmental Data Service (bimonthly). 
Notge.—Replaces National Oceanographic Data 
Center newsletter, C 55.290:(nos.} gnd Environ- 
mental data bulletin, C 55.203 : (date). 


National Climatic Center. 


Data report, high altitude meteorological data. 
—s for earlier class, C 52.16:(v.nos.& 
nos. 


National Climatic Center publications. 


National Oceanographic Data Center. 
Newsletter. 
Notz.—See, for earlier class, D 203.24/2 :(nos.). 


Highlights. 
Nots.—See, for earlier publications, D 203.24/3 : 
N 21/ (date). 


National Marine Fisheries Service. 
Annual report. 
General publications. 


Circulars. 
Nots.—See, for earlier class, I 49.4 :(nos.). 


Frozen fish report (preliminary). 
Norg.—See, for earlier class, I 49.8/3 : (date). 
Current fisheries statistics. 

Nots.—See, for earlier class, I 49.8/2 :(nos.). 
Industrial fishery products, situation and out- 
look, current economic analysis I (series). 
Notp.—See, for earlier class, I 49.8/9 :(nos.). 

Shellfish situation and outlook, CHA-S 
(series). 
Notz.—See, for earlier class, I 49.8/8 :(nos.). 
Foodfish situation and outlook, CHA F—(series). 
Norts.—See, for earlier class, I 49.8/6 :(nos.). 
Commercial fisheries review (monthly). 
| ella for earlier class, I 49.10:(v.nos.& 
nos.). 
Commercial fisheries abstracts (monthly). 
(lana for earlier class, I 49.40 :(v.nos.& 
nos. 
wuess industrial research. 
sia oTH.—See, for earlier class, I 49.26/2 :(v.nos.& 
nos. 
Special scientific reports : Fisheries. 
Notge.—See, for earlier class, I 49.15/2:(nos.). 
ai bulletin. 
Notp.—See, for earlier class, I 49.27 :(v./no.). 
Fishery leaflets. 
Nots.—See, for earlier class, I 49.28 :(nos.). 


National Ocean Survey. 
Annual report. 
General publications. 


Dates of latest editions, aeronautical charts. 
Nots.—See, for earlier class, C 4.9/13 : (date). 
Bartamske information bulletin (bimonthly ). 
<a .—See, for earlier class, C 4.54 :(v.nos.& 
nos. 
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C 55.411: date. 


C 55.411/2: date. 


Instrument approach procedure charts (bi- 


monthly). 
Nors.—See, for earlier class, C 49.9/18 : (date). 


Instrument approach procedure charts [ Alaska, 





© 55.412: date. 





Bewall, U.S. Pacific Islands]. 
Norts.—See, for earlier class, 


4.9/18-2 : (date). 
_. Preliminary determination of epicenters, 
monthly 


listing. 
Notx.—See, for earlier class, C 4.36/2-2:(date). 





Bibliographies and lists of publications. 





Antaneee seismological bulletin. 
Nots.—See, for earlier class, C 4.36 :(nos.). 


Press releases. 





© 56.416: -.417 : Reserved 
© 55.417/2: date 


United States earthquakes (annua 





C 55.418: nos./date________ 


O 55.418/2: date 


1). 
Nots.—See, for earlier class, C 4.25/2: (date). 


_-. Nautical chart catal 


Notg.—See, for earlier publications, C 4.5 :(nos./ 
date). 
National Ocean Survey catalog of aeronautical 





C 565.419: nos. 


charts and related publications. 
NOS publications (numbered 





C 65.420: date. 


Notsr.—See, for earlier — C 4.19/2 :(nos.). 
Great Lakes pilot (annual). 





O 55.421: date 


Notg.—See, for earlier class, D 103.203 : (date). 
Tide tables, high and low water predictions, 





C 55.421/2: date. 


west coast of North and South America in- 


cluding Hawaiian Islands. 
Nots.—See, for earlier class, C 4.15/5 : (date). 


Tide tables, high and low water predictions, 





C 55.421/3: date 


East coast of North and South America in- 


cluding Greenland. 
Notr.—See, for earlier class, C 4.15/4: (date). 


Tide tables, high and low water predictions, 





O 55.421/4: date._..-..-.. 


Europe and West Coast of Africa, including 
the Mediterranean sea. 
Notwp.—See, for earlier class, C 4.15/7 :(date). 
Tide tables, high and low water predictions, 
Central and Western Pacific Ocean and 
Indian Ocean. 
Notn.—See, for earlier class, C 4.15/6 : (date). 





C 56.422: nos. 
C 55.423: date 


United States coast pilot, Atlantic Coast. 
Notp.—See, for earlier class, C 4.6/1 :(nos.). 


Ship operations report (annual). 





C 85.424: CT 


Tidal current charts. 





C 55.425: date. 


oTE.—See, for earlier class, C 4.29 :(CT). 
Tidal current tables, Atlantic Coast of North 





O 55.425/2: date____.----- 


C 55.426 : -.500: 


: date. 


America. 
Notr.—See, for earlier class, C 4.22 :(date). 
Tidal current tables, Pacific Coast of North 
America. 
Nots.—See, for earlier class, C 4.23 :(date). 


National Environmental Satellite Service. 
Annual report. 





General publications. 





: -.600 : Reserved 


Environmental Research Laboratories. 





Annual report. 
General publications. 





CS 1.39/a: letters—nos____- 


OS 1.77:-.79: Reserved 
CS 1.80: nos. 


Civil Service Commission. 
Position classification standards (separates). 


Federal labor-management consultant (bi- 





weekly). 





xvii 


D 1.46: nos. 





D 1.47: nos 








D 102.80: date 
D 108.33/8 : date. 





D 108.51: nos 





D 103.52: Reserved 
D 103.53: nos 





D 103.54: nos 





D 119.15: nos 





D 201.6/10-2: nos_____------~- 


D 203.32: date 





D 210.26: date/nos___-- 


D 215.14: nos 





D 301.26/21 : v.nos.& nos 
D 301.26/22: v.nos.& nos 


D 301.45/14-2: nos___-------- 


D 301.45/27-2: nos____..----- 


D 301.69/6-2 : date/nos_ 


D 301.76/2: Reserved 
D 301.76/3: date_______ 
D 301.77: Reserved 

D 301.78: date 





De ds SU ie cnmiesssintononentin 


EP 1.2: 


EP 1.9:  amireee 
EP 1.10: CT 





EP 1.11: date 














GovERNMENT PUBLICATIONS 


Defense Department. 
Defense Contract Audit 
(series). 
Electromagnetic Compatibility Analysis Cen- 
ter, ECAC-—PR-(series). 
Adjutant General’s Office. 
Tips (quarterly). 
Engineers Corps (Army). 
Cold Regions Research and Engineering Labo- 
ratory : CRREL in Alaska, annual report. 
Honolulu District: Technical reports (num- 
bered). 


Agency DCAAP 


Construction Engineering Research Labora- 
tory : Technical reports. 
NCG [Nuclear Cratering Group] technical 
reports. 
Civil Defense Office. 
HS-(series). 
Navy Department. 
Navy procurement directives, supplements. 
Naval Oceanographic Office. 
National Oceanographic Instrumentation Cen- 
ter: Tests in progress sheet (quarterly). 
Naval Research Office. 
Navy scientific and technical information pro- 
gram, newsletter . 
Naval Ordance Systems Command. 
NWL technical report TR-—(series). 
Norr.——Issued by U.S. Naval Weapons Labora- 
tory Dahlgren, Virginia. See, for earlier class, D 
217.17 : (nos.). 
Air Force Department. 
Air University Library selected documents ac- 
cession list (weekly). 
Air University Library selected acquisitions 
(monthly). 
AFSCR [Air Force Systems Command Regula- 
_ (series). 
oTH.—Replaces AFSC Manuals, 
clansified D 301.45/14 :(nos.). 
Air Force Human _ Resources 
AFHRL(TT)-TRM (series). 
Air Force research review. 


Note.—Formerly entitled OAR research review 
and classified D 301.69/6 :(v.nos.& nos.). 


which were 


Laboratory : 


Lithograph series catalog. 


Proceedings of Military History symposium 
(biennial). 
Nortr.—Issued by the Office of Air Force History. 
Environmental Protection Agency. 
Annual report. 
General publications. 
EPA bulletin (biweekly). 


Press releases. 
Environmental news. 
Handbooks, manuals, guides. 


Addresses. 
Comprehensive studies of solid waste manage- 
ment, annual report. 


Te sernatiinaeae for earlier report, HE 20.1402:C 


Telephone directory. 
Southwestern Radiological Health Laboratory : 
Monthly activities report. 


450-828 O—72—__2 





EP 1.14: 


EP 2.1: 
EP 2.2: 
EP 2.3: 
EP 2.8: 


EP 2.9: 


EP 2.14: 


EP 2.15: 


EP 2.16: 


EP 2.17: 
EP 2.18: 
EP 2.19: 


EP 2.20: 
EP 2.21: 


date. 





date 





CT. 
-.7: Reserved 
CT 








Reserved 
EP 2.10: 


EP 2.11: 
EP 2.12: 
EP 2.13: 


nos. 





letters—nos______-__ = 
Reserved 
date 





date. 





date 





nos 





Reserved 
nos 
nos. 


Reserved 
date 











EP 3.1: date 








EP 3.4: Reserved 


EP 3.5: CT 
—.8: Reserved 
EP 3.9: CT 
EP 3.10: date 


EP 3.6: 











EP 3.11: Reserved 
EP 3.12: date 





EP 4.1: date 


EP 4.9/a: CT 
EP 4.9/2: nos 
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Western Environmental Research Laboratory : 
Monthly activities report. 
Water Quality Office. 
Annual report. 
General publications. 


Handbooks, manuals, guides. 
Nore.—See, for earlier class, I 67.8:(CT). 


Water pollution control research series. 
Notg.—See, for earlier class, I 67.13/4:(nos.). 


Oil and hazardous material program series. 


Project register, projects approved under sec. 8, 
of Federal water pollution control act (Pub. 
law 660, 84th Cong.), as amended and sec. 3, 
of Public works acceleration act (Pub. law 
658, 87th Cong.) 


Nore.—See, for earlier class, I 67.16 :(date). 
Cost of clean water [annual report to 
Congress]. 


Notn.—See, for earlier class, I 67.1/2:(date). 
Northwest shellfish sanitation research plan- 


ning conference, proceedings. 
wer .—See, for earlier publication, FS 2.2: Sh 


Analytical reference service reports (num- 
bered). 
Norn.—See, for earlier class, HH 20.113 :(nos.). 


TR-(series). 
Estuarine pollution study series. 
Norn.—See, for earlier class, I 67.21:(nos.). 


Digest of state program plans, fy. 
Solid Waste Management Office. 

Annual report. 

General publications. 


Accession bulletin, solid waste information re- 
trieval system (monthly). 


Laws. 


Bibliographies and lists of publications. 
State solid waste planning grants, agencies, 
and progress, report of activities. 
Notge.—See, for earlier similar publications, FS 
2.2: So 4/12/969 and FS 2.2 : So 4/13/969. 


Solid waste management training bulletin of 
courses. 
Air Pollution Control Office. 
an report. 
OTB.—See, for earlier publications, HE 20.- 
180170 (date). 
eager =~ Publications. 


oTn.—See, for earlier publications, HH 20.- 
1302; (CT). 


Air Pollution Control Office publication, AP- 
(series). 
Nots.—See, for earlier class, HE 20.1809 :(nos.). 
Air Pollution Control Office publication AP- 
(series) (separates). 
Air Pollution Control Office publication, APTD- 
(series). 


Nors.—See, for earlier class, HH 20.1809/2: 
(nes.). 





EP 4.10: CT. 





GOVERNMENT PUBLICATIONS 





EP 4.11: v.nos.& nus___ 


EP 4.12: OT: 








BP 4.13: date 


: date 





: CT 





:-.8: Reserved 


[Vee nee... 45 

















FT 1.24/2: v.nos.& nos_ 
GA 1.17: date 





GS 1.18: CT 





GS 10.1: date 





GS 10.2: CT 





GS 10.3: -.7: Reserved 
GS 10.7/2: nos 





GS 11.1: date. 





GS 11.2:CT 





GS 11.3:-.8: Reserved 
GS 119: date. 





HE 1.18/38: date 








HB 1.101: date. 
HB 1.102: CT 





HB 1.108: -.108: Reserved 


HB 1.109: date. 








Air pollution report, Federal facilities, air qual- 
ity control regions. 
ior .—See, for earlier class, HE 20.1310/2: 
Air ~~ abstracts. 
NoTs. ee, for earlier class, HE 20.1303/3: 
(v.nos.& nos. ). 


Addresses 
NOTE. —See, for earlier class, HE 20.1312 :(CT). 
Air pollution training courses and university 
training programs (fiscal year). 
Notg.—See, for earlier class, HE 20.1303/4: 
(date). 
Pesticides Office. 
Annual report. 
General publications. 


Health aspects of pesticides, abstract bulletin. 
- a for earlier class, HE 20.4011 :(v.nos. 
Radiation Office. 
Annual report. 
General publications. 


RO/EERL [Eastern Environmental Radiation 
Laboratory] (series). 
Technology Transfer. 
Annual report. 
General publications. 
Federal Trade Commission. 

Consumer alert. 

General Accounting Office. 

Consolidated list of persons or firms currently 
debarred for violations of various public con- 
tracts acts incorporating labor standards 
provisions. 

General Services Administration. 

Addresses. 

Property Management and Disposal Service. 

Annual report. 

General publications. 


Stockpile information. 
Consumer Product Information Coordinating 
Center. 
Annual report. 
General publications. 


Consumer product information, index of se- 
lected federal publications of consumer 
interest. 

Health, Education, and Welfare Department. 

Catalog, U.S. Department of Health, Hduca- 
ien,'9 and aa Weitere, publications ( quarterly). 

—See, for earlier similar publications, FS 
1. ise P '96/ (date). 
Facilities Engineering and Construction Agency. 

Annual report. 

General publications. 


Representative construction costs of hospitals 
and related health facilities (semiannual). 
(an —, for earlier class, HE 20.2510: 
Social Security Administration. 
Social security bulletin, annual statistical sup- 
plement (separates). 
From social security survey of institutionalized 





HB 5.88: date. 





5.89: nos 





HE 17.22: date. 





H® 17.23: nos 





HE 17.24: nos_ 








HBP 17.118/2: date 
H® 17.119: Reserved 
HE 17.120: date. 





=e 0: Cre 
se ls, 


HE 17.612: date 








HD 17.617/2: date 


HE 17.617/3: date 





HE 17.619: date 








HD 17.639 : date 
HD 17.640: nos. 





HE 17.641: Reserved 
HE 17.642: date 





HD 17.706: OF a 


HE 17.808 : CT 





HB 17.811: date 





HE 20.13 : nos 





HE 20.1811 : date.__...-_- 


HB 20.1508 : v.nos.& nos. 





HE 20.1513 : nos 


HE 20.1514 : nos. 





HBP 20.1515 : nog___._.._____ 
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Bducation Office. 
Focus on follow through. 
PREP reports (monthly). 
Social and Rehabilitation Service. 
Juvenile delinquency reporter. 
Statistical series (numbered). 
NotTg.—See, for earlier class, FS 17.213 :(nos.). 
Working papers (numbered). 
Rehabilitation Services Administration. 


National directory of rehabilitation facilities. 


Rehabilitation Services Administration, quar- 
terly indices. 
Aging Administration. 
Laws. 


Patterns for progress in aging. 
= —See, for earlier similar class, FS 15.11: 


(nos. 
National Center for Social Statistics. 

Trend report: Graphic presentation of public 
assistance and related data, NOSS report 
AY+4. 

Notz.—See, for earlier class, FS 17.410: (date). 

Recipients and amounts of medical vendor pay- 
ments under public assistance programs, 
NCSS report B-3. 

Norte. for earlier publication, FS 17.2: M 
46/3. 

Number of recipients and amounts of payments 
under medicaid and other medical programs 
financed from public assistance funds, NCSS 
report B—4. 

Assessments completed and referrals to man- 
power agencies by welfare agencies under 
incentive program for AFDC recipients, 
NCSS report E-5. 

Preliminary report of findings, AFCD Study, 
NCSS report AFDC-1. 

NOSS report H—(nos.). 


Report on disposition of public assistance cases 
involving questions of fraud, fiscal year, 
NCSS report E-7. 

Community Services Administration. 

Handbooks, manuals, guides. 

Youth Development and Delinquency Prevention 
Administration. 

Handbooks, manuals, guides. 

Grants, Juvenile Delinquency Prevention and 
Control Act. 

Nots.—See, for earlier class, HH 17.21 :(date). 
Bo Roa a 
yy mphle 
eaten, for earlier class FS 2.308 :(nos.). 
National Air Pollution Control Administration. 
Community affairs bulletin (irregular). 


Nots.—Title varies 
Radiological Health Bureau. 
Radiological health data and reports. 
Norn.—See, for earlier class, HW 20.1110:(v. 

nos.& nos.). 

DEP [Division of MJlectronic Products] 
(qentes). 
=a for earlier class, HH 20.1114: 

1 [Division of Biological to. (series). 
oun oTn.—See, for ear class, H® 20.1115: 


BRH/OBD (series), 





xxi 


HE 20.1516: 


nos. 





HE 20.1601 : 





HE 20.1602 : CT. 
HE 20.1608 : —. 
HE 20.1608 : 


HE 20.1811 : 





HE 20.2010/2 : v.nos.& nos 


HE 20.2012/2 : CT_------ 
HE 20.2013/2 : nos___--_- 


51 20.208 Ts OR ss 


HE 20.2018 : nos. 





BE 202108 + iin scimnccisince~ 
gg 8 kk i a 


HE 20.2114: OT_-._.-._- 


HE 20.2308/2 : nos______----- 
HD 20.2300/4: nos_i_..---.-- 


Ee 262000/6: Cr___.._........ 


HE 20.2300/9: CT___-- 


HE 20.2309/10: nos__...-..-- 


HE 20.2309/11: Reserved 


HE 20.2309/12 : date_____ 
HE 20.2309/13 : date_____ 


HE 20.2420: v.nos.& nos______ 


HE 20.2420/2: CT._-___- 


HE 20.2420/3: CT.---_- 


HE 20.2424: nos__.______-_ 


HE 20.2425: nos 





HE 20.2612: date______._ 





GoOvERNMENT PUBLICATIONS 


BRH/DMRE (series). 
Norz.—See, for earlier classes, FS 2.314 :(nos), 
and FS 2.314/2 :(nos.). 
Occupational Safety and Health Bureau. 
Annual report. 
General publications. 


Handbooks, manuals, guides. 
Community Environmental Management Bureau. 


Environmental Health Service series on com- 
munity organization techniques. 
Health Services and Mental Health Administra- 
tion. 
HSMBA health reports. 


Notg.—Replaces Public Health Reports, 
20.2010 :(v.nos.& nos. ). 


Bibliographies and lists of publications. 
Emergency health services digest. 
Notge.—See, for earlier class, FS 2.320 :(nos.). 
Posters. 
Public Health monograph series. 
Norge.—See, for earlier class, FS 2.62 :(nos.). 
National Center for Health Services Research 
and Development. 
Handbooks, manuals, guides. 
Publications reports (numbered). 
Conference series. 
Center for Disease Control. 
Advisory memos. 
National Communicable Disease Center measles 
surveillance, reports. 
Center for Disease Control neurotropic viral 
diseases surveillance [reports]. 
Notr.—See, for earlier class, FS 2.60/14:(CT). 
Center for Disease Control zoonoses surveil- 
lance [reports]. 
Nore.—See, for earlier class, FS 2.60/15 :(CT). 
Center for Disease Control influenza-respira- 
tory diseases surveillance reports. 


HE 


Center for Disease Control trichinosis surveil- 
lance, annual summary. 
Center for Disease Control malaria surveil- 
lance, annual report. 
National Institute of Mental Health. 


Crime and iaqeency abstracts. 
Note.—See, for earlier class, 


FS 2.22/13-4: 
(v.nos.& nos, ). 


Crime and delinquency issues, monograph 
series. 

Crime and delinquency topics, monograph 
series. 

Survey and Reports Section statistical notes 
(numbered). 

Innovations, mental health services, progress 
reports. 


National Clearinghouse for Smoking and Health. 
Directory of on-going research in smoking and 
health. 
Fe en for earlier publications, FS 2.2: Sm 
Indian Health Service. 
OEH guidelines (series). 
Maternal and Child Health Service. 


Laws. 
MOHS statistical series. 
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National Institutes of Health. 

an gee Oe: Nursing clinical conferences presented by Nurs- 
ing Department of Clinical Center. 

Nortr.—See, for earlier class, FS 2.22/60 :(CT). 

HE 20.3022: v.nos.& nos__---- DRG [Division of Research Grants] newsletter. 

3: health related sciences thesaurus. 

SE Spree OEP iretese-wssine a by yes re publications, FS 2.88: M 
46/ (date). 

Health Manpower Education Bureau. 

BIW 20,8094 2 OP ests ee se DMI [Division of Manpower Intelligence] re- 
ports (series). 

: = r data series. 
pes ns SET MREr Teer es = the Division of Manpower 
‘ Intelligence. 
National Cancer Institute. 
HB 20.3160/4 : v.nos.& nos__--_- Cancer chemotherapy abstracts. 
Note.—See, for earlier class, FS 2.22/30-2: 
(v.nos.& nos. ). 
National Institute of Allergy and Infectious 
Diseases. 
i ee Ses are Bibliographies and lists of publications. 
National Institute of Arthritis and Metabolic 
Diseases. 
pi bf >t, es Handbooks, manuals, guides. 
National Institute of Child Health and Human 
Development. 
HEB 20.8862/B : OF. - nieces CPR population research. 
National Institute of Dental Research. 

HE 20.8400 : date_.......su2 Dental caries research, catalog of dental re- 
search projects sponsored during fy by Fed- 
eral and non-Federal organizations. 

National Institute of Neurological Diseases and 


Stroke. 

HE 20.3511/2 : date__________. Parkinson’s disease and related disorders: 
International directory of scientists. 

HE 20.3511/3 : v.nos.& nos____- Parkinson’s disease and related disorders: 
Cumulative bibliography. 


EIS 30.8512 : Gate... nui NINDS research profiles (annual). 

Notp.—See, for earlier class, FS 2.22/43 : (date). 

BR SOSMs ? CP 26 os Bibliographies and lists of publications. 

National Library of Medicine. 
HE 20.3608/4 : date__________- « National Medical Audiovisual Center catalog. 
Note.—See, for earlier class, FS 2.36/2 :(date). 
HE 20.3609/3 : date__________- National Library of Medicine current catalog: 
Annual cumulation. 

Notn.—See, for earlier class, FS 2.216/3 : (date). 


HB 20.3612/2-2 : date________- Cumulated abridged index medicus. 
HE 20.3612/4 : date___________ List of journals indexed in Index medicus. 
Notr.—See, for earlier class, FS 2.208/3 : (date). 
HE 20.3616 : v.nos.& nos_.___- Selected references on environmental quality as 
it relates to health. 


John E. Fogarty International Center for Ad- 
vanced Study in the Health Sciences. 

HE 20.3701/2: date__________ National Institutes of Health annual report of 

international activities, fiscal year. 

HE 20.3709: date__.__________ Public Health Service international postdoc- 
toral research fellowships awards for study 
in United States (annual). 

Norr.—See, for earlier publications, FS 2.22: F 


83/10. 
HE 20.3710: nos____.__.____._ Fogarty International Center proceedings. 
Food and Drug Administration. 
HE 20.4008/2: date__________ National Clearinghouse for Poison Control Cen- 


ters, bulletin (bimonthly). 


Notw.—See, for earlier class, HE 20.1203/2: 
(date), 
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HB 20.4008/8: OT....---.--.. FDA drug bulletin. 
HE 20.4005 : OT Laws. 
Norz.—See, for earlier class, HE 20.1205 :(CT). 
SR SEO Sole we a, manuals, guides. 
orn.—See, for earlier class, HE 20.1208 :(CT). 
HB 20.4009: v.nos.& nos_____- rhe» denied experience abstracts. 
oTn.—See, for earlier class, HE 20.1209:(v. 
nos. La nos.). 
HE 20.4010: v.nos.& nos___--- FDA papers. 
Norg.—See, for earlier class, HE 20.1210:(v. 
nos.& nos.). 
HE 20.4011 : v.nos.& nos_-__.- Health aspects of pesticides, abstract bulletin. 
. ot ga for earlier class, HE 20.1211 :(v.nos, 
nos. 
HD 20.4014: date Interstate shellfish shippers list (Biweekly). 
oTn.—See, for earlier class, HE 20.1218 : (date). 
HB 20.4017 : nos der ea import detentions. 
Norr.—See, for earlier class, HE 20.1212 :(nos.). 
H® 20.4020: date........_.__. Flammable fabrics, annual report. 
HE 20.4021: nos. FDA poster (series). 
Notrn.—See, for earlier class, FS 13.127 :(nos.). 
HE 20.4022: date Public advisory committees: Authority, struc- 
ture, functions, members. 
HE 20.4023 : nos Selected technical publications (semi-annual). 
Radiological Health Bureau. 
20.4101 : date. Annual report. 
Notg.—See, for earlier class, HH 20.1501: 
(date). 
HB® 20.4102: CTL... --_.. General publications. 
iNotn.—See, for earlier class, HE 20.1502 :(CT). 
H® 20.4103 : -.4109: Reserved 
HE 20.4110: nos_ BRH/DEP (series). 
Nots.—See, for earlier class, HE 20.1513 :(nos.). 
H® 20.4111: nos — (series). 
oTE.—See, for earlier class, HE 20.1515 :(nos.). 
HE 20.4112: nos____._.-_____ BRH/DMRE (series 


). 
Notz.—See, for earlier class, HH 20.1516 : (nos.). 
Child Development Office. 








19D. 21. Ofes GP. esses Chfiéres’ (separates). 
, for earlier class, FS 17.209/a :(CT). 
HD 21.11: CT ieee care USA [publications]. 
Head Start Project. 

HB 21.208/2: nos_...___-.- -__ Healthy that’s me, parents’ handbooks. 

HB 21.210: nos_ Caring for children (series). 

BY i, Seer Bibliographies and lists of publications. 

HB 21.212: nos Project Head Start ( 





Nots.—See, for earlier aay HB 1.36 :(nos.). 
Housing and Urban Development Department. 
































HH 1.37/a: date. Government National Mortgage Association : 
Annual financial and statistical exhibits. 
HH 1.39: CT. Environmental planning papers. 
HH 1.40/2: nos. HUD international briefs. 
HH 1.40/38: date. HUD international, supplement. 
HH 1.41: nos_ Biennial HUD awards for design excellence 
(numbered). 
ween for earlier publications, HH 1.28: 
HH 1.42: nos_ Model cities management series, bulletins. 
Geological Survey. 
I 19.59: CT. Proposed streamflow data programs [by area]. 
Reclamation Bureau. 
I 27.61: date. Western U.S. water plan, progress report. 
National Park Service. 
I 29.58/2: CT National Park Service history series. 
Geographic Names Board. 
I 33.8/2: CT. Gazetteer supplements. 
Land Management Bureau. 


153.18: date. Annual fire report. 








IA 1.19 : —.20: Reserved 
IA 1.21: date. 





J 1.37: nos 





J 1.37/2: nos 





J 1.38: date 





J 16.6/2: CT. 





J 16.23/5: date. 





J 24.11: CT 





L1.20/7: date. 





L.1.39/9a : CT 





L 2.99: Reserved 
L 2.100: date. 





L 35.1: date 





L 35.2: CT 





L 35.3: nos 





L 35.4:-—.5: Reserved 
L 35.6: CT 





L 35.7: Reserved 
L 35.8: CT. 





L 35.9: Reserved 
L 35.10: nos 





L 35.11: nos 





L 36.1: 





L 36.2: 





L 36.3: —100: Reserved 
L 36.101: date 
L 36,102: CT 





L 36.103 : -.108 : Reserved 
L 36.109: CT 





L 36.110: nos. 





L 36.111: Reserved 
L 36.112: nos 





L 36.113 : -.200: Reserved 
L 36.201: date 





L 36.202: CT 





LC 3.11: date 





LR 1.1/2: date. 
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United States Information Agency. 


Agency in brief (annual). 
Justice Department. 
National Criminal Justice Information and 
Statistics Service, series SC-HH (nos.). 


Nots.—Issued by the Law Enforcement Assist- 
ance Administration. 


National Criminal Justice Information and 
Statistics Service: Statistics Center report 
SC (series). 

Program and project plan for fiscal year. 


oTEn.—Issued by National Institute of Law Bn- 
forcement and Criminal Justice. 


Prisons Bureau. 
Handbooks, manuals, guides. 
Federal Bureau of Prisons statistical report, 
fiscal year. 
qos —See, for earlier similar class, J 16.23/4: 
Narcotics and Dangerous Drugs Bureau. 
Posters. 
Labor Department. 
Noticias de la semana, a news summary for 
Hispanos. 
Manpower (separates). 
Labor Statistics Bureau. 


Prices, escalation and economic stability 
(series). 
Occupational Safety and Health Administration. 
Annual report. 
General publications. 
Bulletins, 
Notn.—See, for earlier class, L 16.3 :(nos.). 


Regulations, rules and instructions. 
Handbooks, manuals, guides. 


Occupational safety aid. 
Nortsz.—See, for earlier class, L 16.49 : (nos.). 
Safe work guide OSHA-—(series). 
Nots.—See, for earlier class, L 16.51/2 :(nos.). 
Annual report. 
Employment Standards Administration. 
General publications. 


Women’s Bureau. 
Annual report. 
Norr.—See, for earlier class, L 13.1:(date). 
General publications. 
Notn.—See, for earlier class, L 13.2:(CT). 


Fwnily and pro) pert 
Norn,—See, for Bin pin L 18.17 :(CT). 
Leaflets. 
Notr.—See, for earlier class, L 18.11 :(nos.). 


Pamphlets. 
oTH.—See, for earlier class, L 13.19 :(nos.). 


Wage and Hour Division. 
Annual report. 
Norr.—See, for earlier class, L 22.1 : (date). 
General publication. 
Nors.—See, for earlier class, L 22.2 :(CT). 
Copyright Office. 
Compendium of Copyright Office practices. 
National Labor Relations Board. 
Summary of operations, Office of General 
Counsel, 








XXvI GoveRNMENT PUBLICATIONS 


NAS 1.48/3: letters—nos____ 


NAS 1.43/4: date 





NAS 1.46: v.nos.& nos___--- 


NCU 1.1/2: date. 





NCU 1.1/3: date. 





NOU 1.4:-.7: Reserved 
NCU 1.8:CT 





NCU 1.9: v.nos.& nos___---- 


NS 1.32: date 





P 1.12/5a: trans.nos_____-_-- 


Priee eae: Gn0e.............. 


PrEx 10.25: v.nos.& nos____- 


Prbx 10.26: Reserved 


PrEx 10.27 : v.nos.& nos___-_- 


PrEx 15.1: date 





PrEx 15.2: CT 





PrEx 16.1: date 





Prbx 16.2: CT 





Prbx 16.3 : —.8: Reserved 
Prbx 16.9: date. 





SI 1.82: v.nos.& nos___..____ 


SI 1.33 : nos 





SI 1.34: nos 





T 63.117: date 





TD 1.9/2: date 





TD 1.20: nos 





7 Bese? Gate... 
TD 1/18: nee...........8 


National Aeronautics and Space Administration. 
Lunar charts. 
Nors.—See, for earlier class, D 301.40/4 :(let- 
ters—nos.). 
Space photography index. 
NASA activities. 
National Credit Union Administration. 
State chartered credit unions, annual report. 
Annual report of Administrator. 


Handbooks, manuals, guides. 
Nors.—See, for earlier class, FS 3.306/2:(CT). 
Credit union statistics. 
"gala a for earlier class, FS 3.310 :(v.nos.& 
nos.). 
National Science Foundation. 
World Data Center A. Oceanography: Ocean- 
ographic data exchange. 
Post Office Department. 
Instructions for mailers (excerpts from chap- 
ter 1, Postal Service manual.) 
Management and Budget Office. 
Catalog of Federal domestic assistance 
(annual). 
Nors.—See, for earlier publications, Prix 
10.2 : P 94/ (date). 
Economic Opportunity Office. 
Digest. 


Opportunity (monthly). 
National Clearinghouse for Drug Abuse Infor- 
mation. 
Report series. 
Bibliographies and lists of publications. 
Selected reference series. 
Domestic Council. 
Annual report. 
General publications. 
Consumer Affairs Office. 
Annual report. 
General publications. 


Consumer news (monthly). 
Smithsonian Institution. 

Smithsonian Institution information systems 
innovations. 

Smithsonian contributions to anthropology. 

Norm.—See, for earlier class, SI 3.11:(nos.). 

Archives and special collections of Smithsonian 

Institution (numbered). 
Accounts Bureau. 

Semiannual consolidated report of balances of 
foreign currencies acquired without pay- 
ments of dollars. 

Transportation Department. 

Department of Transportation telephone di- 
rectory (alphabetical). 

DOT TST-(series). 

National Transportation Safety Board. 

Briefs of accidents involving weather as a 
cause/factor, U.S. general aviation. 

Aircraft accident reports, brief format, U.S. 
sip aviation, NTSB-—BA-—(series). 


oTm.—See, for earlier publications, TD 1.109: 
(dateynow.). 





TD 1.119: Reserved 
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TD 1.120: nos Special study reports, NT'SB—HSS-—(series). 
Federal Highway Administration. 

TD 2.5: CT Laws. 

TD 2.18: Reserved 

7 2.40: Vee ae. Public roads, journal of highway research 
(bimonthly). 

gga for earlier class, TD 2.109 :(v.nos.& 

nos.). 


TD 2.20: date 


Fatal and injury accident rates on Federal-aid 





TD 2.21: 
TD 2.22: 


Reserved 
date 


and other highway systems (annual). 
Norr.—See, for earlier class, TD 2.126 : (date). 





TD 2.23: 
TD 2.24: 


Reserved 
date. 


New developments in highways. 
Norts.—See, for earlier class, TD 2.124 :(date). 


R & D highway & transportation system studies 





TD 2.25: 


(annual). 
Highway planning technical reports. 





TD 2.26: 


Nortn.—See, for earlier class, TD 2.120:(nos.). 
Report FH-(series). 





TD 2.27: 





TD 4.33/2-2: date 


Hydraulic engineering circulars. 
Norts.—See, for earlier class, TD 2.104 :(nos.). 
Federal Aviation Administration. 
Executive summary of National aviation sys- 
tem policy summary and ten year plan. 











TD 4:35: date Commuter air carrier operators. 
TD 4.36-.37 : Reserved 
TD 4.38: nos EC bulietin. 
Nots.—Issued by Office of Aviation Hconomics. 
TD 4.39: nos AV bulletin. 
Nots.—Issued by the Office of Aviation Policy 
and Plans. 


TD 4.110: Reserved 
TD 4.111: CT 


TD 4.112: nos 


Airports Service. 


Airport design standards. 
Nots.—See, for earlier class, TD 4.8/4 :(CT). 
Report AS-(series) . 





Coast Guard. 
National Maritime SAR review (quarterly). 
Office of Research & Development project 





[reports]. 
Urban Mass Transportation Administration. 
Handbooks, manuals, guides. 
National Highway Traffic Safety Administration. 
Regulations, rules, and instructions. 





Notre.—See, for earlier class, TD 2.206 :(CT). 
Handbooks, manuals, guides. 
Nots.—See, for earlier class, TD 2.208 :(CT). 


Motor vehicle safety defect recall campaigns 





TD 8.10: nos 


reported to National Highway Safety Bureau 
by Domestic and foreign vehicle manufac- 
turers (quarterly). 
Notg.—See, for earlier class, TD 2.209 :(date). 
Highway safety literature, announcement of 





TD 8.10/4: CT 
TD 8.11/2: v.nos.& nos 


TD 8.11/2-2: date 


recent acquisitions [weekly]. 

Notp.—See, for earlier class, TD 2.210 :(nos.). 
Highway Safety literature, supplements. 
Multidisciplinary accident investigation sum- 

maries. 
Summary of multidisciplinary accident investi- 
gation reports [cumulations]. 
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TD 8.12/2: date Report on activities under Highway safety act 

(annual. ) 

Nortn.—See, for earlier class, TD 1.10/8 : (date). 

TD 8.14: v.nos.& nos_________. Consumer information series. 

gg herr for earlier class, TD 2.213 :(v.nos.& 
TD 8.14/2: v.nos./pt.nos_____- Consumer aid series. 
TD 8.15: Reserved 
TD 8.15/2: date National Highway Safety Bureau contract re- 





search report. 
Administrative Conference of United States. 
Y 3.Ad 6: 3/-8/Reserved 
Y 3.Ad 6 :9/v.nos. Recommendations and reports of Administra- 
tive Conference of United States. 
Atlantic-Pacific Interoceanic Canal Study Com- 



































mission. 
Y 3.At 6: 1/date Report. 
Atomic Energy Commission. 
Y 8.At 7: 54-2 CT____________ World of the atom series. 
Y 3.At 7: 58/nos. Public safety newsletter. 
National Industrial Pollution Control Council. 
Y 3.In 2/8: 1/date. Report. 
Vi Bile B/S s BOT asic setictin cts General publications. 
National Council on Indian Opportunity. 
Y 3.In 2/9: 1/date__________-. Annual report. 
Y 8.Im 2/0: BOR acs en cnne General publications. 
Y 3.In 2/9: 3/-8/Reserved 
Y 3.In 2/9: 9/v.nos.& nos___-_-_- NCIO news. 
Interagency Land Acquisition Conference. 
Y 3.L 22: 1/date Report. 
Y 3.L22:2CT General publications. 
Y 3.L 22: 3/-7/Reserved 
Y 3.L.22:8CT Handbooks, manuals, guides. 
Obscenity and Pornography Commission. 
Y 3.0b 7: 1/date. Report. 
Y 3.0b 7: 2/OT. General publications. 
Population growth and the American future, com- 
mission on. 
Y 3.P 81: 1/date Report. 
Y 3.P 81:2CT. General publications. 
Selective Service System. 
eo * . a Handbooks, manuals, guides. 
Tennessee Valley Authority. 
Y 3.T 25: 4-2/letters—nos___-__ National Fertilizer Development Center: Cir- 
culars. 
Y 3.T 25: 39/v.nos.& nos_____-_ Tennessee Valley perspective (quarterly). 
White House Conference on Children. 
Y 3.W 58/3-2: 1/date_-_____-. Report. 
Y 3.W 58/8-2: 2 CT__________. General publications. 
Y 3.W 58/3-2: 3/-8/Reserved 
Y 3.W 58/3-2: 9 OT__________ Bibliographies and lists of publications. 
White House Conference on Youth. 
Y 3.W 58/3-3: 1/date________. Report. 
Y 3.W 58/3-8: 2 CT___-_-__-_. General publications. 
Congressional Operations Joint Committee. 
¥ 40 T/7: OF .2 0220 Bo Publications. 
Equal Educational Opportunity, Select Committee 
on, Senate. i 
Y 4.Bq 2: OT Publications. 





Veterans Affairs Committee, Senate. 
Y 4.V 64/4: OT. Publications. ’ 








A 17.20: v.nos.& nos. 


A 92.13: nos 
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Discontinued Series 


National Agricultural Library 


Local S Medal Pesticides documentation bulletin (biweekly). 


Nore.—Discontinued with v. 5, no. 26, Dec. 26, 
1969. 


Statistical Reporting Service. 





C 3.138/4: date 


Statistical summary (monthly). 
NorTe.—Discontinued with no. 337, Dec. 1970. 
Census Bureau. 
Current business reports: Advance monthly re- 





C 30.54/12: date 


tail sales. 
Notse.—Discontinued with Feb. 1970 issue. 
Weather Bureau. 
River summary and forecast Shreveport, La. 





(daily). 
—ke with issue dated Apr. 26, 


International Commerce Bureau. 


C 42.8: v.nos.& nos________--_ International commerce (weekly). 


C §2.7/4: v.nos.& nos 


C 52.14: v.nos.& nos 


C 56.311: v.nos.& nos 


D 101.66: v.nos.& nos 


D 201.14: v.nos.& nos 


D 301.69/6: v.nos.& nos 


FR 1.36/7: date 


Note.—Discontinued with v. 76, no. 33 dated 
Oct. om 1970. Replaced by Commerce today. 


Environmental Science Services Administration. 


= ESSA news (weekly). 


Nors.—Discontinued with v. 6, no. 41. 


warren oe DSSA (quarterly). 


Nots.—Discontinued with v. 5, no. 4, Oct. 1970 
e. 


National Marine Fisheries Service. 


bane att sea . Fishery industrial research (irregular). 


Nore.—Discontinued with v. 6, no. 4, Nov. 1970. 
Army Department. 


wierd Wade Transportation proceedings (monthly). 


NotTg.— Discontinued with vy. 3, no. 12, Jan. 1970. 
Navy Department. 


Laaesicipgmanapais Navy management review (monthly). 


Nots.—Discontinued with v. 15, no. 5, 6, May— 
June 1970. 


Air Force Department. 


coosmadaniees OAR research review (bimonthly). 


Noty.—Discontinued with v. 9, no. 3. Title 
changed to Air Force research review effective with 
July—Aug. 1970 issue. 

Federal Reserve System Board of Governors. 
Consumer credit at consumer finance companies 





HD 3.303: v.nos.& nos______-- 


HB 20.2010: v.nos.& nos______ 


I 22.10: v.nos.& nos__.____--. 


(monthly). 
Nots.—Combined with Statistical release G.20, 
Finance companies, beginning with Sept. 1970 issue. 
Federal Credit Unions Bureau. 

BFCU bulletin (quarterly). 

TO amattinememenenes with v. 10, no. 1, dated Jan. 
Health Services and Mental Health Administra- 
tion. 

Public health reports (monthly). 

Nore.—Discontinued with v. 85, no. 12, Dec. 1970 
issue. Replaced HSMHA health reports, HD 
20.2010/2 :(v.nos.& nos.) 

Interior Department Library. 

Population trends and environmental policy, 
a natural resources information service 
(monthly). 

Norgs.—Discontinued with v. 2, no. 2, May 1970. 


National 4 >ronautics and Space Administration. 








xxx GovERNMENT PUBLICATIONS 


NAS 1.35: v.nos.& nos________ Reliability abstracts and technical reviews 


(monthly). 
Nors.—Discontinued with issuance of annual 
index for Jan.—Dec. 1970. 
Post Office Department. 
P 1.12/2: nos Postal manual, chap. 1-8. 
NorT®e.—Discontinued with issue no. 1257. 
Heonomic Opportunity Office. 
PrEx 10.14: v.nos.& nos_____-_- Rural opportunities (irregular). 


Nots.—Discontinued with v. 4, no. 9, Sept. 1969 
ue. 








PrEx 10.17: v.nos.& nos____-_. Law in action, monthly account of Legal Serv- 
ices program. 
Nots.—Discontinued with v. 4, no. 3, July—Aug. 
1969 issue. 
State Department. 
8S 1.91/3: date Handbook of economic statistics, Federal Re- 


public of Germany and western sectors of 
Berlin (quarterly). 
Nots.—Discontinued with Sept. 1970 issue. 
Peace Corps. 
S 19.11: date. Quarterly statistical summary. 
Nore.—Discontinued with June 30, 1969 issue. 
Federal Aviation Administration. 
TD 4.16/2: v.nos.& nos_______ Alaska airman’s guide and chart supplement 
—— every 28 days). 
=.—Discontinued with v. 7, no. 8, Sept. 18, 
1909." Replaced by Supplement Alaska. 
Atomic Energy Commission. 
Y 3.At 7: 38/v.nos.& nos______ Reactor materials, quarterly technical progress 
review. 
Nors.—Discontinued with v. 13, no. 3, Fall 1970. 
Lewis and Clark Trail Commission. 
Y 3.L.58: 7/date. Press releases (irregular). 
Nors.—Discontinued with July 22, 1970 issue. 








Corrections for Previous Monthly Catalogs 


Jan. 1969. Entry 648, National electric rate book, Vermont. Correct ciass to read 
FP 1.18: V 59/968. 

Mar. 1970. Entry 3957, Nomination of Arthur F. Burns, hearing, 91st Congress, 
1st session. Correct class to read Y4.B 22/3 : B 93/969. 

Sept. 1971. Entry 14066, Minerals yearbook, 1969: v. 4, Area reports, international. 
Correct price to read * Cloth, $5.00 (given incorrectly in publication as $4.75). 

—— Entry 14175. At bottom of page 55, add 14175. Special research fellowships. 
Sept. 1971. [4] p.4° + @ Item 507. HE 20.3002: F 33. 

Oct. 1971. Entry 15367, Students enrolled for advanced degrees, fall 1969, sum- 
mary data. Correct entry in bracket to read NCES publications. Correct item 
to read 460-A-4. 

Oct. 1971. Entry 15914, NOAA technical report ERL 210-ESL 16, Computation of 
two-dimensional magnetic anomalies through use of pole-line gets. Correct item 
number to read 208-B-7. 
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Advisory Commission on Intergovernmental Relations__- 17218 
Agriculture Department _. 17220 
Agricultural Research Service 17216 
Consumer and Marketing Service 17635 
Economic Research Service EE _. 17674 
Farmer Cooperative Service : aun SOUR 
Food and Nutrition Service___ 17765 
Forest Service. at SL _. 17770 
Information Office 17839 
National Agricultural Library 17974 
Soil Conservation Service 18131 
Statistical Reporting Service 18153 
Arms Control and Disarmament Agency 17253 
Atomic Energy Commission 17278 
Canal Zone Government. 17281 
Civil Aeronautics Board 17401 
Civil Service Commission 17406 
Commerce Department 17423 
Census Bureau 17282 
Domestic Commerce Bureau 17670 
Heonomic Development Administration 17673 
International Commerce Bureau 17856 
Maritime Administration 17887 
National Bureau of Standards 17994 
National Oceanic and Atmospheric Administration___ 18046 
Environmental Data Service 17706 
National Marine Fisheries Service. 18035 
National Ocean Survey | 
National Technical Information Service 18058 
Patent Office 18086 
United States Travel Service. 18171 
Congress 17442 
Atomic Energy Joint Committee 17464 
Defense Production Joint Committee 17465 
Beonomic Joint Committee. 17466 
House of Representatives 17470 
Agriculture Committee 17526 
Appropriations Committee 17529 
Armed Services Committee 175380 
Hducation and Labor Committee. 17581 
Foreign Affairs Committee. 175338 
Government Operations Committee 17536 
Interior and Insular Affairs Committee. 17542 
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Congress—Continued 
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Beginning 
entry 





Interstate and Foreign Commerce Committee 
Judiciary Committee. 





Merchant Marine and Fisheries Committee 





Post Office and Civil Service Committee 





Public Works Committee. 





Science and Astronautics Committee 





Small Business, Select Committee on_-- 





Eee ree et a 








Aging, Special Committee on 
Agriculture and Forestry Committee_____- 





Appropriations Committee 





Armed Services Committee 





Banking, Housing, and Urban Affairs Committee 





Commerce Committee 





District of Columbia Committee 





Finance Committee 








Foreign Relations Committee. 
Government Operations Committee 





Interior and Insular Affairs Committee 








Judiciary Committee 
Labor and Public Welfare Committee_ 





Nutrition and Human Needs, Select Committee on 





Public Works Committee 





Defense Department 








Air Force Department 
Army Department. 





Army Medical Department 





Civil Defense Office 





Engineers Corps- 





Joint Chiefs of Staff 
Defense Communications Agency 





National Guard Bureau 








Navy Department 
Marine Corps 





Medicine and Surgery Bureau 





Naval Facilities Engineering Command 





Naval Operations Office 








Naval Oceanographic Office 
Naval Personnel Bureau 





Naval Research Office 





Environmental Protection Agency 





Solid Waste Management Programs Office 





Technology Transfer 





Water Programs Office 





Equai Employment Opportunity Commission 





Export-Import Bank of United States 





Farm Credit Administration 





Federal Communications Commission 





Federal Oouncil for Science and Technology. 





Federal Deposit Insurance Corporation 
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Federal Home Loan Bank Board_ of 17737 
Federal Labor Relations Council 17740 
Federal Maritime Commission____ < 17741 
Federal Power Commission__-_ —" 17747 
Federal Reserve System Board of Governors_ 17752 
Federal Trade OCommission._....... 20 Jiansdelnci ds eboeboks cuss 17760 
Foreign Claims Settlement Commission_-_- 17769 
General Accounting Office __. 17800 
General Services Administration 
Federal Supply Service_._._..__._________ 17759 
National Archives and Records Service_.___-_-_----_-------------- 17977 
Federal Register Office_______ ee --.. 17761 
Government Printing Office 
Public Documents Department___. 18092 
Health, Education, and Welfare Department________----__-_-----__---_ 17822 
Education Office 17678 
Public Health Service _.. 18097 
Food and Drug Administration___ 17764 
Environmental Health Service 
Radiological Health Bureau . 18107 
Health Services and Mental Health Administration 17829 
Center for Disease Control___- _ 17399 
Maternal and Child Health Service___- 17888 
National Center for Health Statistics 18008 
National Institute of Mental Health..__-__--_----____-_-_- 18027 
Regional Medical Programs Service 18114A 
National Clearinghouse for Smoking and Health_____-__~_ 18016 
National Institutes of Health__ 180381A 
Health Manpower Education Bureau 17825 
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the Health Sciences 17863 

National Institute of Arthritis and Metabolic Diseases______ 18023 

National Institute of General Medical Sciences_ 18025 

National Institute of Neurological Diseases and Stroke..__-- 18030 

Social and Rehabilitation Service_ 18124 
Aging Administration_ 17215 
National Center for Social Statistics. 18013 

Social Security Administration 18125 
Housing and Urban Devclopment Department 17831 
Interior Department 17841 
Bonneville Power Administration 17280 
Coal Research Office 17419 
Geological Survey 17804 
Mines Bureau 17894 
National Park Service 18053 
Outdoor Recreation Bureau 18085 
Reclamation Bureau 18109 
Interstate Commerce Commission 17862 
Joint Publications Research Service. 178638A 
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Beginning 
entry 
Justice Department. 17872 
Federal Bureau of Investigation 17727 
Immigration and Naturalization Service. 17840 
Labor Department. 17875 
Employees’ Compensation Appeals Board 17697 
Hmployment Standards Administration 
Wage and Hour Division 18172 
Women’s Bureau 18219 
Labor Statistics Bureau 17879 
Manpower Administration 17252 
Apprenticeship and Training Bureau 17252 
Library of Congress. 17883 
Copyright Office 17638 
National Aeronautics and Space Administration 17912 
National Industrial Pollution Control Council 18021 
National Labor Relations Board 18032 
President of United States 18088 
Bxecutive Office of the President 
Council on Environmental Quality 17641A 
Management and Budget Office 17885 
Renegotiation Board 18116 
Securities and Exchange Commission 18117 
Selective Service System 18118 
Ship Structure Committee 18119 
Small Business Administration - 18120 
Smithsonian Institution 18121 
National Air and Space Museum. 17976 
National Collection of Fine Arts 18017 
National Portrait Gallery. 18056 
State Department 18141 
Tariff Commission 18159 
Tennessee Valley Authority 18165 
Transportation Department 18166 
Coast Guard_ 17420 
Federal Aviation Administration 17722 
Aviation Medicine Office 17279 
Systems Research and Development Service 18157 
Federal Highway Administration 17735 
Motor Carrier Safety Bureau we 0 
National Highway Traffic Safety Administration 18020 
National Transportation Safety Board 18059 
Federal Railroad Administration 
Railroad Safety Bureau 18108 
Treasury Department. 18167 
Internal Revenue Service 17850 
Mint Bureau 17910 
United States Postal Service. 18169 
Water Resources Council 18217 
White House Conference on Youth 18218 
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Monthly Catalog 


NO. 923 @ DECHDMBER 1971 


ADVISORY COMMISSION ON INTERGOVERNMENTAL 
RELATIONS 
Washington, DC 20575 


17218 For a more perfect union, prosecution reform. [Sept. 1971.] iii+9 p. 4° 
(M-68.) * Paper, $1.25. @ Item 1049-D 

17214 In search of balance, Canada’s intergovernmental experience [with Se- 
lected bibliography on Canadian federalism]. Sept. 1971. x+123 p. # 
(M-68.) * Paper, $1.25. @ Item 1049-D 
L.C. card 78-614987 Y¥ 3.Ad 9/8: 20 16 


AGING ADMINISTRATION, Health, Education, and Welfare Dept. 
Washington, DC 20201 


17215 President speaks to older Americans. [1971.] [6] p. il. narrow 8° (DHEW 
publication [SRS 72-2020.]) [Excerpts from remarks by President at 
Joint Conference of National Retired Teachers’ Association and Amer- 
ican Association of Retired Persons, Chicago, Ill., June 25, 1971.] ¢ 
@ Item 447-A-1 HD 17.302 : P 92 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


ARS (series). 
17216 52-65. Effect of temperature on shelling runner- and Spanish-type peanuts; [by 
Freddie P. McIntosh and James I. Davidson]. July 1971. [2]+4p.4° ft 
A 


77.15 : 52-65 
17217 Plant inventory no. 177, Plant material introduced Jan. 1-Dec. 31, 1969 
(nos. 338614—346863). [1971.] 278 p. + @ Item 101 A 77.515: 177 


17218 Plant quarantine import requirements of Netherlands. Sept. 30, 1971. 
(Plant Quarantine Division.) [Issued with perforations. Supersedes 


summary dated Sept. 22, 1969.] + A 77.329: N 382/971 
17219 Summary report of utilization research and development [fiscal year 


1970]. [Apr. 1971.] [1]+-74 p. il. 4° f A 77.2: Ut 3/970 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


Norz.—Requests to the Department of Agriculture for publications should include 
the USDA number if given in the entry. 


Agriculture information bulletin. 


17220 348. Preparing herbarium specimens of vascular plants [ with list of selected refer- 
ences; by C. Barle Smiih, jr.]. [Sept. 1971.] vi+29 p. il. 4° (Agricul- 
tural Research Service.) * Paper,40c. @ Item 4 
L.C. card 71-614855 A 1.75: 348 


@For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to depository Libraries Page 1 








GovERNMENT PouBLICATIONS 


17221 Bvaluation of research in United States on human nutrition: report 1, 
Survey of research on human nutrition supported and/or conducted by 
public research organizations; [compiled by Walter L. Fishel, C. Edith 
Weir, Hazel M. Fox]. [Oct. 1971.] cover title, iv-+-18-+A-8+ B-97 p. il. 4° 
({Secience and Education Staff.]) [Prepared by Joint Task Group of 
U.S. Department of Agriculture, State universities, and land grant col- 
leges.] + @ item 10 (Special offer) 


L.C. card 78-614862 A1.2: N 95/rp.1 
Farmers’ bulletins. © Item 9 A 1.9:(nos.) 

17222 1897. ye -— onesies oung apple orchards; [prepared by Plant Sci- 
Division, ricultural Research Service]. [Revised Sept. 


or. T1971) [2]+29 p 1,4° * Paper, 25c. (S/N 0100-1490). 
17223 2200. Controlling tomato * toon [Revised Nov. 1971.] 12 p. il. [Information 
furnished by Plant Science Research Division, Agricultural Research 
Service. Supersedes all previous editions.] * Paper, 10c. 
17224 2221. Facts for neompertine farmers [with selected reference list ; by Kenneth :. 
M ]. [July 1966, slightly revised Nov. 1971.] [1971. 7 f2} 4-22 p. 
Jarm Production Economics Division, bes Research gertice) 
Supersedes Farmers’ bulletin 1961, Getting started in farming]. 
Paper, 15c. (S/N 0100-1535). 
Home and garden bulletins. @ Item 11 A 1.77 : (nos.) 
17225 43. Money-saving dishes; [pr onet by Consumer and Food Economics Research 
Division, Agricultural search Service and National Marine Fisheries 
Services, National Oceanic and Atmospheric Administration, Dept. of 
Commerce]. [Revised Dec. 1969, slightly revised Oct. 1971.] [1971.] 
cover title, 48 p. il. [Includes list of other publications for additional 
management. Text on p. 2 of cover.] * Paper, 30c. (S/N 0100-1460). 
17226 61. Lawn diseases, how to control them; [by K. W. Kreitlow and F. V. Juska]. 
[Revised Aug. 1971.] [1971.] 14 p. il. (Plant Science Research Division, 
Agricultural Research Service.) [Some illustrations are colored.] * Paper, 


17227 96. Controlling household pests. [Revised Oct. 1971.] [1971.] 32 p. il. * Paper, 


17228 176. Nuts in famil. eals, guide for consumers ; [prepared by Consumer and Food 
Economics bone Division, A, cultural Research Service]. [May 1970, 
slightly revised Sept. 1971.) f upersedes Home and garden bulletin 36, 
Peanuts and peanut butter recipes.] * Paper, 10c. (S/N 0100-1461). 
17229 189. How to buy Christmas tree; [by Charles C. Littleton]. [Oct. 1971.] 11 hy 
nad and Vegetable eee Consumer and Marketing Serv rvice.) 


* Pape yt 
17230 193. How to a tay ¢ [by Fenton]. [Sept. 1971.] 24 p. il. narrow 8° 
(Standardization pL | 3 Division, Consumer and Marketing Serv- 
* Paper, 20c. 
Leaflets. @ Item 12 A 1.35 :(nos.) 
17231 523. Canada + - its control; [by Jesse M. Hodgson]. [Revised Oct. 1971.] 
{1971.] 8 = Science Research Division, Agricultural Research 


Serv rvice.]) e Paser, 10c. 
17232 546. Fescue foot in cattle, what to do about as [b y Robert C. Buckner and Donald 
B. LaBore]. [Revised Oct. 1971. (1971. p. il. ({Plant Science Research 
ett ae Agricultural Researc Service.}} * Paper, 106c. (S/N 0100— 


Marketing research reports. @ Item 13-B A 1.82: (nos.) 
17233 923. Storage and shelf life of packaged kale [with — « literature cited ; by 
Howard W. Hruschka. [Oct. 1971.] Aad) 23 5 (Market Quality 
Research Division, Agricultural Research Service.) : eases 20c. 
17234 931. Leper utilization and a gy) practices in table service restaurants ; ;_ [by 
John F. Freshwater]. Sept. 1971. cover title, vi+65 | . 4° (Agricul- 
tural Research Service.) * Paper, $1.00 (S/N 0100-1 29). 
L.C. card 75-614864 
17235 939. Homemakers’ ig og vely buying er toee for selected potato, rice, and 
wheat products ; ae aitz 1971.] cover title, iv-+139 
. 4° (Statistical a. 4 Service.) f Paper, $1. 
.C. card 71-614969 


Miscellaneous ae 


17236 1207. Priorities for seed tech egy Feeeer research ; L. W. Woodstock and Dan 
Hy eg ] [Oct. 1971. J “ag D. 4° Ageteultuiral ee | Service. ) 


* Paper, 20c. (S/N 0100-14 @ Item 1.38 : 1207 
PA [Program aid] (series). * po 144 A 1.68: (nos. ) 
17237 128. Measure at our land. (Soil Co May 1969, slightly revised Sept. 1971.] [1971.] 
(2]+ a3 2. il, 4° (Soil Conservation ice. ) 
17238 406. Watershed oans. [Revised . 1968, slightly revised Sept. 1971.] [1971.] 
il. narrow ~ (armors. ome Ad tration.) Tf 


17239 8744. vote” for farmers ice, ballot, elect ASC Senay. committeemen, 
Dec. 1, 1971. tee; ie i) il. narrow 8° (Agricultural Stabilization 
and Sanvielen Service.) LS 


*For Sale by Superintendent of Documents 
{Distribution Made by Issuing Office 
Page 2 Official Use. Not Available 
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17240 942. Search for solitude, our wilderness heri Sligh revised, Sept. 1971. 
Lat Pie (2) Pp. il. oblong 8° (Forest ce.) [Illustrations are 

ed. Paper, 
17241 Signs of the nl remarks by Assistant Secretary of Agriculture Clarence 
D. Palmby at Grain Handling Outlook Conference sponsored by Nebraska 
Grain and Feed Dealers Association, Lincoln, Nebr., Aug. 12, 1971. 1971. 
10 p. 4° (USDA 2600-71.) + A1.40:P18/6 


Statistical bulletin. 


17242 300. “are for fresh market, acreage, production, and value, 1954-59, vegeta- 
melons, mint for oil, strawberries, revised estimates by seasonal 
Report and States. [Revised June 1971.] [1971.] 147 p. 4° Statistical 
rting Service, Crop Reporting Board.) t¢ Item 15 
. card 614982 A 1.84: 300/2 


AIR FORCE er gg Defense Dept. 
Washington, DC 20330 


Air Force Human Resources Laboratory: [Technical report] AFHRL-TR 
(series). (Air Force Systems Command, Brooks Air Force Base, Tex.) 

17243 71-16. Identifying item ——- indices utilizing multivariate model (etch -% of 
references] ; a thony Federico. Apr. 1971. vii+5+ [2] LR . 4° 
([Project 112 an 112103.]) [Errata, 1 p. large 8° issued é 

D 801.45/27: "1-1 
Air Force Human Resources Laboratory: [Technical report memorandum] 
AFHRL(TT)-TRM (series). (Air Force Systems Command, Brooks Air 
Force Base, Tex.) 
17244 12. Approximately reproducing scoring scheme that aligns random r ri and 
omission [with list of references] ; a. Robert F. Boldt. Jul Re. 71. cover 
title, [2]+7p.4° ({Contract F 416 70-C-0044, task ae 3.1) 
D 301. Rot. 2:12 
Air Force pamphlet (AFP) 
17245 67-2. See Defense Dept., Defense Supply Agency manual 5105.1 
Air Force Systems Command manual AFSCM (series). @ Item 421 

17246 375-7. Systems management: Configuration management for systems, equipment, 
munitions, and computer programs, Mar. 31, 1971, Change 1. July 21, 
1971. cover title, [8] 1 Pp. 4° (Air Force Logistics Command manual 
a 375-7.) [Issued with perforations. ] rene. 15c. (S/N 0870— 
0312). D 301.45/14 : 375—-7/ch.1 

Air Weather Service pamphlet AWSP (series). 

17247 105-3. Weather: Environmental-measuring equipment used by Air Weather Serv- 
ice in support of Air Force and Army operations. July 30, 1970. cover 
title, [ ] p. il. 4° [Issued with perforations. i rsedes AWSP 
105-3, Nov. 10, 1967.] t 1.27/2: 105-3 

17248 Everything you wanted to know about military health benefits but didn’t 

take time to ask. [1971.] [8] p. il. narrow 8° ([Secretary of Air Force, 
Office of Information, Internal Information Division.]) + @ Item 424 
D 301.2: H 34 
17249 Historical aircraft photo package no. 2. Reissued 1971. 45 prints, each 8 
x 10-in. [Issued in envelope. Includes Preface and Historical photo pack- 
age captions, iii+14p.4°.] * Paper, $3.00 (S/N 0870-0305). 
D 301.76/2: 2 
PACAF [Pacific Air Force] basic bibliographies. 

17250 Manual arts «yt oo Py lement 2; prepared by Helen M. Thompson. Sept. 1 
1971. ropsupplements aan ton dated June 15, 1969 and 

supp. 1 teed pe CAF (DPSR) /Director, PACAF Li- 

braries, APO San hates bess. D 301.62 : M 81/969/supp.2 

17251 Veterinary service of United States Air Force. [1971.] cover title, 8 p. il. 

4° [Text on p. 2-3 of cover.] + @ Item 424 D 801.2: V 64 


APPRENTICESHIP AND TRAINING BUREAU, Labor Dept. 
Washington, DC 20210 


17252 National apprenticeship and training policy for Asociated Retail Bakers 
of America. 1971. [3]+17 p. (Manpower Administration.) + @ Item 
748 L 23.2: B 17/971 


For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to depository Libraries Page 3 








GovERNMENT PUBLICATIONS 


ARMS CONTROL AND DISARMAMENT AGENCY 
Washington, DC 20451 


17253 Arms control achievements 1959-71. [Oct. 1, 1971.] cover title, [1]+14 
p. narrow 16° ([Publication 59.]) * Paper, 25c. @ Item 125-A-3 
AC 1.2: Ac 4/959-71 


ARMY DEPARTMENT, Defense Dept. 
Washington, DC 20310 


Army Electronics Command, Ft. Monmouth, N.J.: Research and develop- 
ment technical report ECOM (series). (Reports Control Symbol OSD- 
1366.) ¢ D 111.9/4 : (nos.) 
17254 3409. Investigation of regenerators and pulse tube cryogenic coolers [with list 
of references; by] Richard A. Lechner. May 1971. iv+31-+2 p. il. 4° 
[DA work unit 1H6 62701 A173 10 011.] 
17255 3428. Seannable cold-cathode study [with list of references; by] Dietrich 
Dobischek. June 1971. iv+45+2 p. il. 4° [DA work unit 1H6—62705- 
A-055—03-341.] 
17256 5363. Radix-2 fast Fourier transform program [with list of literature cited] ; 
Harry Maynard. Mar. 1971. v+19+[20] p. 4° [DA _ task 
1T061102B53A-17.] 
17257 5365. Vertical wind effects on 2.75 inch rocket [with list of literature cited] ; 
by Bernard F. Engebos [and] Laurence J. Rider. Mar. 1971. v+9+[20] 
p.il.4° [DA ond 1T061102B53A-17.] 


17258 Army Materiel Command, arsenal for the brave. [Mar. 1, 1971.] cover title, 
iv+24 p. il. oblong 8° [Page 24 left blank to be used for notes.] 7 
@ Item 325 D 101.2: Ar 5/9/971 


Civilian personnel pamphlet CPP (series). 


17259 73. Special employment pepe. Oct. 1971. cover title, iii+ [13] p. il. 4° [Is- 
sued in looseleaf form.] t @ Item 323—-D D 101.37: 73 


17260 How your next 2 years can put you years ahead, Army ROTC advanced 
course. [1971.] [7] p. il. narrow 8° [Illustrations are colored.] 7 


@ Item 325 D 101.2: R 31/20 
17261 National Memorial Cemetery of Pacific. [1971.] [10] p. il. 4° + @ Item 
325 D101.2: P11 
Pamphlets. @ Item 327 (Rev. 1969) D 101.22 : (nos. ) 
17262 =618-4. Data processing installation review/evaluation checklist. Sept. 1971. 

[3]+33 p.4° F 
17263 §=618-7. Army information and data systems: Data processing installation man- 
= guide. Aug. 1971. [48] p. il. 4° [Issued with perfora- 

ons 


17264 550-53. Area handbook for Thailand [with bibliography; by] John W. Hender- 
son [and others]. 1971. xiv+413 p. il. [Prepared by Foreign Area 
Studies, American Me gt Gesvareh and writing were completed 
Nov. 1970. ] * Cloth, 
L.C. card 72-611403' 

17265 550-61. Area handbook for Burma [with bibliographies ; by] John W. Henderson 
[and others]. 1971. xiv+ 341 p. il. [Prepared by Foreign Area Studies, 
American University. Research and writing were completed Apr. 1971. 
La ples | DA Pam 550-61, June 1968.] * Cloth, $3.00. 

eard no. 75-612066 

17266 6550-153. Area handbook for Ghana [with bibliography] ; by Irving Kaplan [and 
others]. 1971. xiv-+449 p. il. [Prepared by Foreign Area Studies, 
American University. Research and writing were completed Jan. 1971.] 
* Cloth, $3.25. 
L.C. card 74-611338 

17267 608-28. Handbook on volunteers in Army community service [with list of refer- 
ence materials ; prepared by Human Resources Research Organization, 
me Washington University]. Aug. 1971. cover title, [3]-+122 p. il. 


17268 700-1. See Defense Dept., Defense Supply Agency manual 5105.1 


17269 Research in progress during calendar year 1970. [1971.] xxii+321 p. 4° 
(Army Research Office, Durham, N.C.) [Research programs sponsored 
by Office, Chief of Research and Development, DA, Army Materiel Com- 
mand, DA, Advanced Research Projects Agency, OSD, and Defense 
Atomic Support Agency, OSD.] tf D 101.52/5 : 970 


*For Sale by Superintendent of Documents 
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Technical manual TM (series). 


17270 8-290. Crafts techniques in occupational thera 7 Yes | — [525] p. il. 4° 
[Issued with perforations.] * Paper, 329 
D 101.11 : 8-290 


17271 Two-year program Army ROTC. [1971.] [8] p. il. narrow 8° [Illustrations 
are colored.] + @ Item 325 D 101.2: R 31/19 


USAAMRDL technical reports. (Eustis Directorate, U.S. Army Air Mobility 
Research and Development Laboratory, Fort Bustis, Va.) tf 
D 117.8/2 : (nos. ) 
17272 )»=6. 71-33. Ts a nent Sotectesetty Seal report [with list of ew} cited] ; 
4 Ollerhead. July 1 {1] +xvili+ 180+ [2] p. 4° [Task 
1F162204A14235, contract DaAje 46-0088. Prepared a Wyle Lab- 
oratories, Hampton, Va. as Wyle Research Staff report WR 71-3.] 

17273 71-35. Study to determine peas of aircraft ee aoe control systems 
; future Army aircraft, final report [with list of eg cited] ; by 
John K. Drummond. June vere , Wi “ede voces p. il. 4° [Project 

1F162203A529, contract DAA 0030. Prepared 5 Dynamic 
ence (AvSER Facility), deviation ci ” Marshall Industries, Phoenix. Ariz.] 
17274 71-44. —— anti-torque concepts study, final ater {with list of literature 


by J. L. Velaszquez. Au xv+179 p. il. 4° [Project 
TT eb0gA 143 : contract DAA AS03106 b0e8 brepated by Lockheed- 
California Company, Burbank, Calif 
USAAVLABS technical reports. (Eustis Eiescaicien U.S. Army Air Mo- 
bility Research and Development Laboratory, Fort Eustis, Va.) t 
D 117.8/2 : (nos.) 
17275 69-83. Unified theory for bending and buckling of sandwich shells—application to 
axial ly oy ressed, circular cylindrical a {with list of literature 
one Zz Bart elds, J. Mayers. July 19 [alpay bir + (2 ] p. il. 
Tas 1F 162204417002, contract ba wa 7-AMC-115(T). » 


pared by Department of Aeronautics and iisceaaaion Stanford Unt- 
versity, Stanford, Calif.] 
17276 = 70-72. Bxperimental study of pawontee rotor impulsive noise, final o report f Nae 
list of literature cited] ; by W. E. neue. Cc. L. Munch, —y (~* 
— 1971. (ii-jav 4 2084 (2) 4° [Prepared by _ = ir- 
aft, Division of United Aircra: t } Mg Stratford, Conn. under 
sonthest DAAJ02-—69-—C-0035 ; task 1F162204A-14235. ] 


ARMY MEDICAL DEPARTMENT, Defense Dept. 
Washington, DC 20310 


Nots.—The name of the Army Medical Service was changed to Army Medical 
Department by PL 90-329, approved June 4, 1968. 

17277 Annual report, Surgeon General, Army, fiscal year 1969; compiled by His- 

torical Unit. [1971.] vii+134 p.il.lpl. ¢ @Item#9C D104.1: 969 


ATOMIC ENERGY COMMISSION 
Washington, DC 20545 


AEC research and development report. 
17278 WASH-1187. Mathematical analysis of effects of wind on redistributions of sur- 
face contamination [with list of references ; by] Amelio J. Amato. 
Sept. 1971. 1+7 p. 4° (Division of Biology and Medicine.) 
* Paper, 25c. @ Item 1051-C Y 8.At 7: 22/WASH-1187 


AVIATION MEDICINE OFFICE, Transportation Dept. 
Washington, DC 20553 


FAA-AM (series). 


17279 71-15. Automated differential fluorometric analysis of norepinephrine and epine- 
phrine in blood plasma and urine [with list of references; by] Vincent 
Fiorica, Russell Moses. Apr. 1971. 4° % Paper, $3.00. TD 4.210:71-15 


BONNEVILLE POWER ADMINISTRATION, Interior Dept. 
Portland, OR 97208 


17280 Generation and sales statistics, fiscal year 1971. [Aug. 16, 1971.] 8 p. il. 4° 
({Branch of Customer Service, Rates and Statistics.]) [Pages 3-6 issued 
as leaves.] 7 144.8: 971 


@For Sale by National Technical Information Service, 
Springfield, VA 22151 
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GOvERNMENT PUBLICATIONS 


CANAL ZONE GOVERNMENT 
Washington, DC 20004 


17281 Panama Canal review, [official Panama Canal publication ; Willie K. Friar 
and Tomas A. Cupas, publications editors]. [Fall 1971.] cover title, 2-31 


il. 4° [Semiannual. Colored illustrations on p. 1 and 4 of cover.] 


+ Paper, $1.00 a yr., airmail $2.00 a yr., back copies (regular mail), 50c. 
each, Balboa Heights, CZ CZ 1.8: 971/2 


CENSUS BUREAU, Commetce Dept. 
Suitland, MD 20233 


1970 census of housing: Block statistics, HC(3) (series). ([Housing Di- 


17282 
17283 
17284 
17285 
17286 
17287 
17288 
17289 
17290 
17291 
17292 
17293 
17294 
17295 
17296 
17297 
17298 
17299 
17300 
17301 
17302 
17303 
17304 
17305 
17306 
17307 
17308 
17309 
17310 


17311 
17312 


Page 6 


vision. ] ) C 3.224/5 : 970/ (nos. ) 

2. Gadsden, Ala., urbanized area. [Sept. 1971.] cover title, xi+22 p. 9 maps 
in pocket, 4° * Paper, $2.00. @ Item 156—A-2 

3. Huntsville, Ala., urbanized area. [Sept. 1971.} cover title, xi+23 p. 14 
maps in pocket, 4° * Paper, $2.50. @ Item 156—A-2 

5. Montgomery, Ala., urbanized area. [Sept. 1971.] cover title, xi+22 p. 5 
maps in pocket, 4° * Paper, $1.50. @ Item 156—-A-—2 

6. Tuscaloosa, Ala., urbanized area. [Sept. 1971.] cover title, xi+15 p. 5 maps 
in pocket, 4° * Paper, $1.50. @ Item 156—A-2 

7. Selected areas in Alabama. [Sept. 1971.] cover title, xii+-16+3 maps in 
pocket, 4° * Paper, $1.00. @ Item 156—A-2 

8. Selected areas in Alaska. [Aug. 1971.] cover title, xii+23 p. 9 maps in 
pocket, 4° * Paper, $2.25. @ Item 156—A-3 

9. Phoenix, Ariz., urbanized area. [Aug. 1971.] cover title, xii+109 p. 4° 
[Issued in portfolio with 34 maps.] * Paper, $7.25. @ Item 156—A-—4 

12. Fort Smith, Ark-Okla., urbanized area. [Sept. 1971.] Ww 6a title, xii+23+2 
p. 7 maps in pocket, 4° * Paper, $1.75. @ Item 156—A- 

15. Selected areas in Arkansas, urbanized area. [Aug. 1971.] ave title, xii+13 
p. 3 maps in pocket, 4° * Paper, $1.00. @ Item 156—A—5 

55. Albany, Ga., urbanized area. [Sept. 1971.] cover title, xii+14 p. 5 maps 
in pocket, 4° * Paper, $1.50. @ Item 156—A-—12 

56. Atlanta, Ga., urbanized area. [Sept. 1971.] cover title, xii+122 p. 4° [Is 
sued in portfclio with 29 maps.] * Paper, $6.50. @ Item 156—A-—12 

58. Columbus, Ga.-Ala., urbanized area. [Sept. 1971.] cover title, xii+24+9 
p. 9 maps in pocket, 4° * Paper, $2.00. @ Item 156—A—12 

59. Macon, Ga., urbanized area. [Sept. 1971.] cover title, xii+23 p. 8 maps in 
pocket, 4° * Paper, $1.75. @ Item 156—A-—12 

60. Savannah, Ga., urbanized area. [Sept. 1971.] cover title, xii+31 p. 8 maps 
in pocket, 4° * Paper, $1.75. @ Item 156—A-12 

61. Selected areas in Georgia. [Sept. 1971.] cover title, xi+10 p, 4 maps in 
pocket, 4° * Paper, $1.25. @ Item 156—-A-12 

62. Honolulu, Hawaii, urbanized area. [Aug. 1971.] cover title, xii+36 p. 13 
maps in pocket, 4° * Paper, $5.75. @ Item 156—A-13 

63. Selected areas in Hawaii. [Aug. 1971.] cover title, xii+12 p. 1 pl. and 3 
maps in pocket, 4° * Paper, $4.75. @ Item 1° 56—A-13 

66. Bloomington-Normal, IIll., urbanized area. [Sept. 1971.1 cover title, xi+13 p. 
7 maps in pocket, 4° * Paper, $1.75. @ Item 156—A-15 

88. Sioux City, Iowa-Nebr.-S. Dak., urbanized area. [Sept. 1971.] cover title, 
xii+20+5-+1 p. 8 maps in pocket, 4° * Paper, $1.75. @ Item 156—A—44 

90. Selected areas in Iowa. [Sept. 1971.] covr title, xi+20 p. 2 maps in pocket, 
4° * Paper, $1.25. @ Item 156—A-1. 

96. Selected areas in Kentucky. [Aug. 1971.] cover title, xi+6 p. 1 map in pocket, 
4° * Paper, $1.00. @ Item 156—A-19 

97. Baton Rouge, La., urbanized area. [Sept. 1971.] cover title, xii+39 p. 10 
maps in pocket, 4° * Paper, $2.00. @ Item 156—A—20 

98. Lafayette, La., urbanized area. [Sept. 1971.] cover title, xi+16 p. 5 maps 
in pocket, 4° * Paper, $1.50. @ Item 156—A-20 

99. Lake Charles, La., urbanized area. [Sept. 1971.] — title, xi+23 p. 5 maps 
in pocket, 4° * Paper, $1.50. @ Item 156—A-—2 

100. Monroe, La., urbanized area. [Sept. 1971.] cover title, xii+21 p. 7 maps in 
pocket, 4° * Paper, $1.75. @ Item 156—A-—20 

102. Shreveport, La., urbanized area. [Sept. 1971.] cover title, xii+38 p. 10 maps 
in pocket, 4° * Paper, $2.25. @ Item 156—A-—20 

122. Grand Rapids, Mich., urbanized area. [Sept. 1971.] cover title, xii+46 p. 13 


131. 
134. 


maps in pocket, 4° * Paper, $2.75. @ Item 156—A-—24 


. Muskegon-Muskegon Heights, Mich., urbanized area. [Sept. 1971.] cover 


title, xi+24 p. 7 maps in pocket, 4° |* Paper, $1.75. @ Item 156—A-—24 


. Minneapolis-St. Paul, Minn., urbanized area. [Aug. 1971.] cover title, xii 


+235 p. 4° [Issued in portfolio |with 48 maps.] * Paper, $7.25. 
@ Item 156—A-25 

Selected areas in Minnésota. [Aug. 1971.] cover title, xi+34 p. 8 maps in 
pocket, 4° * Paper, $1.75. @ Item 156—A-—25 

Selected areas in Mississippi, urbanized area. [Aug. 1971.] cover title, xi 
+14 p. 4 maps in pocket, 4° * Paper, $1.50. e ‘Item 156—-A-26 
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17313 
17314 
17315 
17316 
17317 
17318 
17319 
17320 
17321 
17322 
17323 
17324 
17325 
17326 
17327 
17328 
17329 
17330 
17331 
17332 
17333 
17334 
17335 
17336 
17337 
17338 
17339 
17340 


17341 
17342 


173438 
17344 
17345 
17346 
17347 
17348 


17349 


138. 
139. 
141. 
142, 
143. 
144. 
. Selected areas in New Hampshire. [Aug. 1971. Fr te ae xii+22 p. 11 


199. 
200. 
207. 
209. 
213. 
217. 
219. 


255. 
256. 


258. 
260. 


261. 
262. 
267. 
269. 
270. 
272. 


1970 


DecemsBer 1971 


Sprtnanes, Mo., urbanized area. (Sept. 1971. @ bw title, xi+26 p. 7 maps 
in pocket, 4° * Paper, $1.75. tem 15 27 

Selected areas in Missouri, [Sept. nd | cover ‘title, xii+19 p. 7 maps in 
pocket, 4° * Paper, $1.50. @ Item 156—A-27 

Great Falls, Mont., urbanized area. tBept. 1971.] cover title, xi+15 p. 5 maps 
in poc' ket, 4° * Paper, $1.50. @ Item 156—A-28 

Selected areas in Montana, [Sept. 1971.] cover title, xi+19 p. 3 maps in 
pocket, 4° * Paper, $1.00. @ Item 156—A-—28 

Lincoln, Nebr., urbanized area. [Aug. 1971.] cover title, xii+33 p. 6 maps in 
pocket, 4° 's Paper, $1.50. @ Item 156—A-—29 

Omaha, Nebr.-Iowa, urbanized area. [Sept. 1971. J cover title, xii+73+15 p. 
11 maps in pocket, 4° * Price $3.00. @ Item 156-A-—29 


maps in pocket, 4° * Paper, $1.50. @ Item 1 


. Albuquerque, N. Mex., urbanized area. [Sept. po ey title, xi+48 p. 10 


maps in pocket, 4° * Paper, $2.50. @ Item 


5. Selected areas in New Mexico. [Sept. 1971.] cover title, xi+15 p. 2 maps in 


pocket, 4° * Paper, $1.00. @ Item 156—A-—33 


. Fayetteville, N.C., urbanized area. [Sept. 1971.] cover title, xii+18 p. 9 maps 


in pocket, 4° . Paper, $2.00. @ Item 156—A-—35 


. Lorain-Elyria, Ohio, urbanized area. [Sept. 1971.] cover title, xii+26 p. 13 


maps in pocket, 4° * Paper, $2.50. @ Item 156—A-—37 


. Mansfield, Ohio, urbanized area. [Sept. 1971.] cover title, xii+14 p. 6 maps 
185. 
. Lawton, Okla., urbanized area. [Aug. 1971.] cover title, xii+14 p. 5 maps in 
192, ae 
193. 
194. 
196. 


in pocket, 4° * Paper, $1.50. @ Item 156—A—37 
Springfield, Ohio, urbanized area. [Sept. 1971.] cover title, xi+16 p. 5 maps 
in pocket, 4° 's Paper, $1.50. @ Item 156—-A-37 


pocket, 40 "* Paper, $1.50. @ Item 156— 

Tulsa, Okla., urbanized area. [Aug. 1971.] cover title, xii+70 p. 9 maps in 
pocket, 40 * Paper, $3.50. @ Item 156—-A-—38 

Selected areas in Oklahoma, urbanized area. [Aug. 1971.] cover title, xii+14 
p. 2 maps in pocket, 4° . Paper, $2.50. @ Item 156—A-38 

Eugene Oreg., urbanized area. [Sept. 1971.] cover title, xii-+ 23 p. 8 maps in 
pocket, 4° * Paper, $1.75. @ Item 156—A-39 

Salem, Oreg., urbanized area. [Sept. 1971.] cover title, xii+20 p. 7 maps in 
pocket, 4° * Paper, $1.75. @ Item 156—A-39 

Altoona, Pa., urbanized area. [Sept. 1971.] ed title, xi+20 p. 4 maps in 
pocket, 4° * Paper, $1.25. @ Item 156—A-4 

Erie, Pa., urbanized area. [Sept. age cover itis, xii+29 p. 5 maps in 
pocket, 4° * Paper, $1.50. @ Item 156—A-—40 

Scranton, Pa., urbanized area. [Sept. 1971.] cover title, xii+41 p. 10 maps 
in pocket, 4° * Paper, $2.25. @ Item 156—-A—40 

York, Pa., urbanized area. [Sept. 1971.] cover title, xi+24 p. 8 maps in 
pocket, 4° * Paper, $1.75. @ Item 156—A—40 

Columbia, 8.C., urbanized area, [Sept. 1971.] cover title, xii+41 p. 12 maps 
in pocket, 4° * Price, $2.50. @ Item 156—A-43 

Selected areas in South Dakota, [Aug. ptt ty cover title, xi+14 p. 3 maps 
in pocket, 4° * Paper, $1.00. @ Item 156—-A—44 

Knoxville, Tenn., urbanized area. [Sept. 1971.] ty 5 title, xi+35 p. 11 
maps in pocket, 4° * Paper, $2.50. @ Item 156—A-4 


. Lynchburg, Va., urbanized area. [Sept. 1971.] cover tithe, xi+15 p. 6 maps 


in pocket, 4° * Paper, $1.50. @ Item 156—A-49 

Newport News-Hampton, Va., urbanized area. [Sept. 1971.] cover title, xii 
+ 28 p. 14 maps in pocket, 40 * Paper, $2.50. @ Item 156—-A—49 

Norfolk-Portsmouth, Va., urbanized area, [Sept. 1971.] cover title, xii+94 
p. 4° [Issued in portfolio with 31 maps.] * Paper, $6.50. @ Item 
156—A—49 

Roanoke, Va., urbanized area. [Sept. 1971.] cover title, xii+32 p. 8 maps 
in pocket, 4° * Paper, $1.75. @ Item 156—A-—49 

Seattle-Everett, Wash., urbanized area. [Sept. 1971.] cover title, xii+174 
4° a in portfolio with 27 maps.] * Paper, $6.00. @ Item 


Po ah Wash., urbanized area. (Be t. 1971. 1 come title, xii+65 p. 9 maps 
in pocket, 4° ‘* Paper, $2.50. tem 156—A—50 

Tacoma, Wash., urbanized area. S pevt 1971.] cover title, xii+59 p. 13 
maps in pocket, 4° * Paper, $2.75. @ Item 156—A—50 

Selected areas in West Virginia. [Se he 1971.] cover title, xi+12 p. 2 maps 
in pocket, 4° * Paper, $1. tem 156—-A-—51 

Kenosha, Wis., urbanized area. [Sept 1971.] —— title, xi4-16 p. 6 maps 
in pocket, 4° * Paper, $1.50. @ Item 156—-A—52 

Madison, Wis., urbanized area. [Sept. 1971.] cover title, xii+28 p. 9 maps 
in pocket, 4° * Paper, $2.00. @ Item 156—A-52 

Racine, Wis., urbanized area. [Sept. 1971.] cover title, xi+17 p. 6 maps 
in pocket, 4° * Paper, $1.50. @ Item 156—A-—52 


census of housing: Detailed housing characteristics, HC(1)-—B 


(series). ( [Housing Division.]) 


28. 


Montana. [Oct. 1971.] iv+41-—149+ App. 28 p. il. 4° * Paper, $1.50. @ Item 
156—A-28 C 3.224/3 : 970/B 28 
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1970 census of housing : General housing characteristics, HC (1)—A (series). 


17350 
17351 
17352 


17353 
17354 


17355 
17356 
17357 
17358 


({Housing Division.] ) C 3.224/3 : 970/A (nos. ) 

6. rs i Segs, 208%.) cover title, iv-+-218+12 p. il. 4° * Paper, $2.75. 

10. District of roan [Sept. 1971.] cover title, iv-+32+12 p. il. 4° * Paper, 
65c. @ Item 156—-A-10 

23. Massachusetts. [Sept. 1971.] cover title, iv+127+12 p. il. 4° * Paper, $1.50. 
@ Item 156-—A-2 

27. Missouri. Sept. 1971. iv+88+12 p. il. 4° * Paper, $1.25. @ Item 156—A-27 

34. New York. [Sept. 1971.] cover litle, iv+153+13 p. il. 4° * Paper, $1.75. 
@ Item 156—A-—34 

40. ees ve“) 1971.] cover title, iv-+-156+12 p. il. 4° * Paper, $2.25. 

em 

45. Texas. [Sept. AOTL.] cover title, iv+189+12 p. il. 4° * Paper, $2.00. 
@ Item 156—-A-46 

48. Virginia. [Sept. es cover title, iv-+88-+12 p. il. 4° * Paper, $1.25. 


50. 


ao 6—A—49 
West Virginia. (Sept. 1971.] cover title, iv-+-58+12 p. il. 4° * Paper, $1.00. 
@ Item 156—A-51 


17359 1967 census of mineral industries, final subject reports, series MIC67(1), 
[announcement and order form]. [Aug. 1972.] [6] p. narrow 12° ([Form 
BC-2507.]) 7 C 3.216/6 : 967-2 
17360 1970 census of population: Classified index of industries and occupations. 
[Sept. 1971.] [265] p. 4° ([Population Division.]) * Paper, $2.00. 


@ Item 154 
L.C. card 74-179488 C 3.2238 : Oc 1/2/970 
1970 census of population, General population characteristics, PC(1)-—B 
(series). ({Population Division. ]) C 3.223/6 : 970/B (nos.) 
17361 5. Arkansas. Sept. 1971. iv+41- a ag p. il. 4° [Text on p. 4 of cover.) 
* Price, $1.25. @ Item 157—A-—5 
17362 6. California. Oct. 1971. iv+73-358+13 p. il. 4° [Text on p. 4 of cover.] 
* Paper, $1.75. © Item 159-—A-6 
17363 8. Connecticut. Sept. 1971. ty 29-187 +18 p. il. 4° [Text on p. 4 of cover.] 
Paper, $1.00. @ Item 159-—A-8 
17364 10. District of Columbia. Sept. 1971. iv-+13- + fidbe p. il. 4° [Text on p. 4 of 
cover.] * Paper, 40c. @ Item 159-—A-19 
17865 12. Georgia. Sept, 1971. iv+ 45-218-+ 18 p. il. 4° [Text on p. 4 of cover.] 
* Paper, $1.75. @ Item 159-A-12 
17366 15. Illinois Oct. 1971. iv+77-315+12 p. il. 4° [Text on p. 3 and + of cover. ] 
* Paper, $2.00. @ Item 159—-A-15 
17367 16. Indiana. Sept. 1971. W+49-218-+18 p. il. 4° [Text on p. 4 of cover.] 
* Paper, $1.75. @ Item 159-—A-16 
17368 22. aes land. Sept. 1971. Wy +29. 124-418 p. il. 4° [Page 13 printed on p. 3 
cover. Text on p. 4of cover.] * Paper, 75c. @ Item 159—A-—22 
17369 26. Mississippi. Sept. 1971. iv-+-33-131+12 p. il. 4° [Text on p. 3 and 4 of 
cover.] * Paper, $1.00. @ Item 159-A-26 
17370 27. Missouri. Sept. 1971. 2 “ay aoe ee p. il. 4° [Text on p. 3 and 4 of cover.) 
* Paper, $1.50. @ Ite —A-2 
17371 82. New Jersey. Oct. 1971. ee 308 1-12 p. il. 4° [Text on p. 4 of cover.] 
* Paper, $1.50. @ Item 159—A-32 
17372 35. North Carolina. Oct. 1971. iv-+45-183+-13 p .il. 4° [Page 3 printed on p. 3 
of cover. Text on p.4 of cover.] * Paper, $150 @ Item 159-A-—35 
17373 37. Ohio. Oct. 1971. iv-+69-306+4-13 p. il. 4° e Panee, $1.75. @ Item 159-A-37 
17374 44. Tennessee. Sept. 1971. iv+37- lle p. il. 4° [Text on p. 4 of cover.] 
*Paper, $1.25. @Item 159—-A-—45 
17375 = 448. bg sa 1971. iv-+37-190+13 p. il. 4° *Paper, $1.50. @ Item 
173876 49. Washington. Sept. 1971. iv+33-123+12 p. il. 4° [Text on p. 4 of cover.] 


* Paper, $1.00. @ Item 159—A-50 


1970 census of population: General social and economic characteristics, 
final report PC(1)-C (series). ([Population Division.]) 


17877 


28. 


Montana. Oct. 1971. iv+259+App. 48 p. il. 4° * Paper, $1.75. @ Item 
159-—A-28 C 3.223/7 : 970/C 28 


1970 census of population: Number of inhabitants, PC(1)-—A (series). 
([Population Division.]) C 3.223/5 : 970/A (nos. ) 


17378 
17379 


6. 
53. 


California. Sept. 1971. vili+70 p. il. 4° * Paper, 60c. @ Item 159-A-6 
Puerto Rico. Sept. 1971. x-+38 p. il. 4° * Paper, 40c. @ Item 159—A-41 


Census tract paper GE—40 (series). 
7. New uses of census resources, southern California census use study and re- 


17880 


lated paper, papers presented at conference on small- oe statistics, Ameri- 


can Statistical Association, Detroit, Mich., Dec. 29, . Sept. 1971. [5] 
+52 p. il. 4 ee 60c. 2 Item 131-C 
L.C. card A68-776 C 3.227/2:7 
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17382 
17383 
17384 


17385. 


17386 


17387 


17388 


17389 


17390 


17391 


17392 


17393 


17394 


173895 


DecemsBer 1971 


Computerized geographic coding, series GE 60. 


2. Geographic base files, plans progress, and prospects, conference proceedings, 
Apr. 1-2, 1971, Jacksonville, Fla.; {compiled by Jacob Silver and Silla G. 
Tomasi]. [Sept. 1971.] [7] +93 p. il. 4° ([Geography Division.]) * Paper, 
$1.00 (S/N 0301-1298). @ Item 142-F 
L.C. card 74-176277 C 3.246: 2 


Congressional district data CDD-93X (series). C 3.134/4 : 93 X—(nos.) 
24. Montana, districts of 93d Congress. Oct. 1971. 4 p. il. 4° Paper, 25c. 
@ Item 140-—B-1 
88. South Dakota, districts of 93d Congress. Oct. 1971. 4 p. il. 4° + Paper, 25c. 
@ Item 140-B-1 
41. Utah, districts of 93d Congress. Oct. 1971. 4 p. il. 4° + Paper, 25c. @ Item 
140-B-1 
Construction reports, C30—(series) . 


70S. Value of new construction put in place, 1958-70; [prepared by Dollie M. 
Merriman]. [Oct. 1971.] cover title, [2]+103 p. 4° ([Construction 
Statistics Division.]) * Paper, $1.00. @ Item 140—A (Reyv.) 

L.C. card A64—-7580 C 3.215/3 : C 30-70S 

Current industrial reports: Cotton broadwoven gray goods, summary for 

1970; [prepared in Industry Division.] Sept. 29, 1971. 8 p. 4° (Series 
MQ-22T.1(70)-5.) Paper, 25c. @ Item 142—-A 

C 3.158 : MQ-22 T.1(70)-5 


—— Electric housewares and fans; 1970; [prepared in Industry Division]. 
Sept. 29, 1971.5 p. 4° (Series MA-36E(70)-1.) + Paper, 25c. @ Item 
142-A C 3.158 : MA-36 E(70)-1 


—— Fluorescent lamp ballasts, summary for 1970; [prepared in Industry 
Division.] Sept. 29, 1971.5 p.4° (Series MQ-36C(70)-5.) + Paper, 25c. 
@ Item 142-A 0 3.158 : MQ-36 C(70)-5 


—— Home-type radio receivers and television sets, automobile radios, 
phonographs, and record player attachments ; 1970; [prepared in Indus- 
try Division]. Oct. 6, 1971.5 p. 4° (Series MA-36M(70)-1.) + Paper, 
25c. @ Item 142-A C 3.158 : MA-36 M(70)-1 


— — Metal cans, summary for 1970; [prepared in Industry Division]. 
Sept. 30, 1971. [2]+14 p. 4° (Series M34D(70)-13.) + Paper, 15c. 
@ Item 142-A C 3.158: M 34 D(70)-13 


—— Tire cord and tire core fabrics, summary for 1970; [prepared in In- 
dustry Division]. Sept. 28, 1971. 3 p. 4° (Series MQ-22T.4(70)-5.) 
+ Paper, 25c. @ Item 142-A C 3.158 : MQ-22 T.4(70)-5 


— — Wool broadwoven goods, summary for 1970; [prepared in Industry 
Division]. Oct. 4, 1971.4 p.4° (Series MQ-22T.3(70)-5.) + Paper, 25c. 
@ Item 142-A © 3.158 : MQ-22 T.3(70)-5 


Current population reports: Series P-20, Population characteristics. 
* Paper, $14.00 (including Series P-20, P-23, P-25, P-26, P-27, P-28 
summaries, P-60, and P-65 for one year), $3.50 additional for foreign 
mailing ; single copy prices vary. @ Item 142-C C 3.186: P-20/ (nos. ) 
224. Selected characteristics of persons and families of Mexican, Puerto Rican, 
and other Spanish origin, Mar. 1971, population size, income, employment, 
education [and] family. [1971.] 1ii+19 p. il. 4° ([Population Division.]) 
[Issued with perforations.} * Paper, 20c. 

225. Marital status and living arrangements, Mar. 1971; [prepared by Arthur 
Norton, Judy McDaniel, and Robert Grymes]. Nov. 1971. cover title, i+38 
p. 4° [Issued with perforations.] * Paper, 50c. 


Current population reports: Series P-25, Population estimates and projec- 
tions. * Paper, $14.00 (including Series P-20, P-23, P-25, P-26, P-27, 
P-28 summaries, P-60, and P-65 for one year), $3.50 for foreign mailing ; 
single copy prices vary. @ Item 142-0 C 3.186 : P-25/ (nos. ) 


469. Dstimates of population of United States to Sept. 1, 1971. Oct. 1971. 2 p. 4° 
[Issued with perforations.] * Paper, 5c. 
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GOvERNMENT PUBLICATIONS 


Demographic reports for foreign countries, P—96 (series). 


17396 4. Population of Peru, estimates and projections, 1962-2002; by Martha Bargar 
and Peter Gardiner. Sept. 1971. [4] +96 p. il. 4° ([International Statistical 
Programs Division.]) [Prepared under participating agency service agree- 
ment with Office of Population, Agency for International Development. Text 

on p- 2 of cover. * Paper, $1.00. @ Item 139 
L.C. card 71-179987 C 3.205/5: 4 

Financial management system series, FMSS. 
17397 Financial management system, summary. [1971.] cover title, 16 p. il. oblong 24° 
+ @ (Special offer) C 3.243 : summ. 
17398 Pocket data book, USA 1971. [May 1971.] 352 p. il. 16° [Biennial. Prepared 
under supervision of William Lerner, General Reports Division.] [Also 
issued as H. doc. 126, 92d Cong., 1st sess.] * Paper, $1.75. @ Item 
150-A 

L.C. card A 66-7638 C 3.134/3 : 971 


CENTER FOR DISEASE CONTROL, Health, Education, and 
Welfare Dept., Atlanta, GA 30333 


17399 Center for Disease Control rubella surveillance [report] 3. Oct. 1971. [3] 


+25 p. il. 4° 7 HE 20.2309/7 : 3 
17400 Neurotropic diseases surveillance: Mercury poisoning, no. 2. Oct. 8, 1971. 
[2]+10 p. 4° + HE 20.2309/8 : M 53/no.2 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


17401 List of U.S. air carriers; prepared by Publications Services Section. Mar. 1, 
1970. 10 p. oblong 8° [Page 4 intentionally left blank.] + 

C 31.254 : 970 

17402 Regulations of Civil Aeronautics Board, Sept. 1968 edition; [new and re- 

vised pages]. Sept. 15, 1971. [306] p. 4° [Includes transmittal sheet 

no. 5. Issued in looseleaf form.] * Paper, $12.00 (including basic man- 

ual and supplementary service for an indefinite period) ; $3.00 additional! 

for foreign mailing. @ Item 186 C 31.206/7 : 968/trans.5 


CIVIL DEFENSE OFFICE (Army), Defense Dept. 
Washington, DC 20310 


FG (series). 
17403 F-1.2. National directory of age pr fallout shelter analysts, Dec. 1969, supp. 1. 
June 1971. cover title, vi+59 p. + @ Item 320—B-3 
D119.8/3 : F—1.2/4/supp.1 
Miscellaneous publication MP (series). 
17404 9. Exhibits, Civil defense display catalog. June 1971. cover title, viii+38 p. il. 
oblong 12° [Supersedes MP-9, Jan. 1969.] * @ Item 857-—D-11 
D 119.11: 9/3 
[Technical report] TR series. 


17405 39. Fallout shelters. Dec. 1971. 8 p. il. 4° (13.13/Ci; Special construction, fall- 
out shelters.) [Supersedes TR 39, Dec. 1970.) ¢ @ Item “Seles onve 
.9 : 39/ 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


17406 Accountants, auditors, IRS agents, GS-5 through GS-12, amendment to 

announcement 425. Sept. 30, 1971. [2] p.4° + CS 1.26: 970/425/amdt.—2 

17407 Amendment 4 to announcement 421 [Professional careers in biological and 
agricultural sciences]. Oct. 25,1971.1p.4° f 

CS 1.26: 969/421/rev./amdt.4 

17408 Amendment to announcement 411, Junior Federal assistant. Oct. 7, 1971. 

1 p. oblong 48° + CS 1.26 : 967/411/rev.—2/amdt.—3 
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17409 


17410 


17411 


17412 


17413 


17414 


17415 


17416 


17417 


17418 


17419 


17420 


17421 


17422 


DecemBer 1971 


Amendment to announcement WAW-106 (L), Apprentice (mechanical 

trades). June 1, 1971. 1 p. oblong 48° (Washington Area Office.) 7+ 

CS 1.26/4: 971/ WA W-106/amdt. 

Amendment to announcement WAW-107 (L), Trades helper. June 1, 1971. 
1 p. oblong 48° (Washington Area Office. ) 

CS 1.26/4 : 971/WAW-107/amdat. 


Amendment to announcements: WAS-904, Social worker GS-9/12, Social 
service representative GS-8/12; WAS-827, Professional opportunities 
for social scientists GS-9/12 ; WA-7-22, Urban planner GS—5/12. Mar. 16, 
1971.1 p.4° (Washington Area Office.) + 

CS 1.26/4 : 969/W AS-904/amdt. 


Amendment to announcements WAW-010 (local) and WAW 109 (local), 
Metropolitan policeman, metropolitan police cadet. Oct. 1971. 1 p. oblong 
48° (U.S. Civil Service Commission, Washington Area Office.) 

CS 1.26/4: 971/WAW-010/amdt. 


Coordinator’s scoreboard, v. 2, no. 3. Nov. 1971. [4] p. il. 4° + @ Item 
291-B CS 1.75 : 2/3 


Displaced employee program, questions and answers about placement as- 
sistance for federal employees who have lost their jobs. Sept. 1971. 10 p. 
narrow 8° + @ Item 295 CS 1.2: Em 7/15 


Fifty United States Civil Service Commissioners, biographical sketch, 
biographical sources, writings. 1971. cover title, [4]+275 p. 4° (The 
Library.) + @ Item 290—-E (Special offer) 

L.C. card 78-614566 CS 1.61: C 73 


Guidelines for IPA grant program, Intergovernmental personnel act of 
1970. Aug. 1971. (Bureau of Intergovernmental Personnel Programs.) 
(BIPP 151-1.) [Issued in looseleafform.] + @ Item 296-B 

CS 1.7/4: In8 


Summer jobs in Federal agencies, opportunities are limited, apply early 
to receive maximum consideration, announcement 414. Oct. 26, 1971. 
[2]+33 p. + @ Item 292 CS 1.26 : 967/414/rev.4 


Training and education programs in automatic data processing, 1971-72; 
ADP Management Training Center. [1971.] iii+27 p. il. 4° (Bureau 
of Training.) + @ Item 295 CS 1.2: Au 8/2/971-72 


COAL RESEARCH OFFICE, Interior Dept. 
Washington, DC 20240 


[Research and development] report. 
64. Open cycle coal burning MHD power generation, assessment and plan for 
action, final report [with bibliographies] report of MHD Power Generation 
Study Group, Massachusetts Institute of Technology, Cambridge, Mass. 
(err), [5]-+144 p. il. 4° * Paper, $1.25 (S/N 2414~- roeee et 
—2 63.10 : 64 


COAST GUARD, Transportation Dept. 
Washington, DC 20591 


Oceanographic reports. + @ Item 940-B TD 5.18 : (nos. ) 


40. Oceanographic qiumnstigations in northern Bering Sea and Bering Strait. 
June—July 1968 [with list of references]; by David M. Husby. [1971.] 
vi+50 BR il. “° (CG 373-40, [Coast Guard Oceanographic Unit, Wash- 


41, Labrador Current between Hamilton Inlet and Strait of Belle Isle, July 1968 
[with list of references]; by Henry S. Andersen. [1971.] v+57 p. il. 4° 

(CG 873-41 ; [Coast Guard Oceanographic Unit, Washington, Dw. }.) 
42. Comnopaas* investigation of northern Bering Sea and Bering Strait, June 
1969 [with list of references] ; A Dav: | M. c, Buae [and] Gary L. 
Huttord [1971.] cover title, vi+54+[1] il. 73-42; Coast 
Guard Oceanographic Unit, Washington, D.C. 
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GOvERNMENT PUBLICATIONS 


COMMERCE DEPARTMENT 
Washington, DC 20230 


Nots.—Requests to the Commerce Department for eugene should give the 
full title and the date of the publication. Do not include Monthly Catalog entry 
numbers or Superintendent of Documents classification numbers which should be 
used only when ordering from the Superintendent of Documents. 


17423 Address by Maurice H. Stans, Secretary of Commerce, prepared for delivery 
before Regional Foreign Trade Symposium, Rockford, Ill., Oct. 27, 1971. 
1971. 16 p. 4° fF C1.18: St 2/79 


17424 Address by Maurice H. Stans, United States Secretary of Commerce, pre- 
pared for delivery before 40th International Conference of Financial 
Executives Institute, Houston, Tex., Oct. 26, 1971. 1971. 22 p. 4° 

C 1.18: St 2/78 


17425 Building minority business enterprise. [1971.] 15 p. narrow 8° (Office 
of Minority Business Enterprise.) + @ Item 128 C 1.2: M 66/8 


17426 New economic policy, view from Washington, summary of remarks by 
Peter C. Manus, Deputy Assistant Secretary of Commerce for Economic 

Public Review. Prepared for delivery at 41st annual meeting of New 

Jersey Taxpayers Association, Newark, N.J., Oct. 19, 1971.1971.9p.4° 7 

C 1.18: M 31/4 


Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$16.00 a yr., $5.00 additional for foreign mailing; single copy, 15c. (1-3 
yr. subs.). @ Item 231-B C 1.50: (nos. ) 


17427 71-024, Trading with People’s Sigg of China [with bibliography] 5 | ; by — ee 
Driscoll and Susan Medgyesi-Mitschang. Aug 4° 
(Bureau of letethetional Commerce.) [Issued with ane ties 7 
17428 71-029. Foreign trade regulations of Federal Republic of Germany, Aug. 1971, 
errata. Aug. 1971. 1 p. 4° (Bureau of International Commerce.) 
[Issued with perforations.] + @ Item 231-B 
C 1.50: he ou hg og 


17429 §=71-041. — A Canada roe yy et ; prepared by Ruth Kurtz. 4 
p. 4° (Bureau of ternational Commerce.) [Issued with 

peat as Aas Susdeden OBR 67-52.] 
17430 71-042. Establishing business in Sweden [with bibliography]; prepared by 
oor ten A. MeNitt. Oct. 1971. 17 p. 4° (Bureau of International Com- 

erce.) [Issued with perforations. Supersedes OBR 2.) 

17431 71-043. Foreign trade regulations of Burma; prepared by Kathleen Keim. Oct. 
971. 11 p. 4° (Bureau of International Commerce.) [Issued with 

at Supersedes OBR 68—92.] 


17432 Statement by Harold C. Passer, Assistant Secretary for Economic Affairs, 
on merchandise trade balance for September and for 3d quarter of 1971. 
1971.3 p.4° f C 1.18: P 26/27 
Telecommunications research and engineering report OT/TRER (series). 
(Office of Telecommunications, Institute for Telecommunication Sci- 
ences, Boulder, Colo.) @ Item 126—-D-1 C 1.60: (nos.) 
17433 13. Ionospheric predictions: v. 1, Estimation of maximum usable frequencies 
from world maps of MUF(ZERO)F2, MUF(4000)F2 and MUF(2000)E 
[with list of references] ; edited by M. Leftin. Sept. 1971. [4]+18 p. il. 4° 
* Paper, 30c. (S/N 03 18). 

17434 13. Ionosphe erle WE ge v. 2, Maximum usable frequencies MUF (zero) F2, 
MUF (4000) F2, MUF(2000) EB for ~S of minimum solar activity, Riz=10; 
by liam M. Roberts, Rayner Rosich. Sept. 1971. [3]+4 3 p. il. 40 

* her $3.00 (S/N 0300-0319). 
17435 13. lense ric predictions: v. 3, Maximum usable frequencies MUF (ZERO) F2, 
goby and oreo. tee for maximum solar activity period of 
a be solar cycle Riz—100; by] William M. Roberts [and] Rayner K. 
Rosich. Sept. 1 Ms ae 2 D. 4° * Paper, $3.00 (S/N 0300—0320). 
17436 = 18. ‘MUR 4000) F predictions: v. 4, Petes usable frequencies MUF(ZERO)F2, 
F2, MUF(2 000)E for maximum solar activit ig | period of above 
erage po he cycle, iy ¥ (Py) bey + F, M. Robert = K. Rosich. 


Sept. 1971. [3]+ il. 4° ‘aper, 00 (S/N 0300-082 
17437 14. Urban residential “Tan-made radio noise Bh cna D| & predictions with list of 
references; by] A. Spaulding, W. H. Ahibeck, [and] L. R. Bspeland. 


June 1971. iii+68 p. - 4° * Paper, 

17488 =615. meg ae proparition predictions and analysis for circuits from USCG 

Francisco radio station to re a and aircraft operating in North Pacific 

ye ad aos references ; by] D. Hunsucker. June 1971. iv+151 p. il. 
° a 

17439 16, Measured and’ redicted one-term Hy Eo ot ley, ye transmission 
loss [with 1 of references]; by A. G Resoweer, {and] 
V. L. Fuller. July 1971. “rill +36-7 [334] Dp. a 7) * Paper, $ 
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DecemsBer 1971 


17440 Textiles: New strength for vital industry, remarks by Stanley Nehmer, 
Deputy Assistant Secretary of Commerce for Resources, prepared for 
delivery at Annual Convention of Defense Supply Association, Wash- 
ington, D.C., Oct. 26, 1971. 1971.14 p.4° + 01.18: N 31/24 


17441 United States Department of Commerce publications, catalog and index, 
1970 supplement ; [compiled by E. Nell Sawyer with assistance of bureau 
representatives.] 1971. iv-+81 p. (Office of Publications.) * Paper, 75c. 
@ Item 128 
L.O. card 52-60781 O12: P 96/supp.970 


CONGRESS 
Congressional record, proceedings and debates of 91st Congress, 2d session, 


v. 116. [Permanent edition.] 1970. @ Item 993 X.91/2 : 116/pt. (nos. ) 
17442 ~=pt. 15. June 15-23, 1970. i] tassie- 25184 p 4° * Groth TS. 


17443 pt.18. July 13-20, 1970. a * Cloth 

17444 pt. 20. July 30t o Aug. 7, 1970, i 852 p. 4° Chota, $6.0. 
17445 ~~ pt. 21. ‘Aug. 10-14, 1 $70. ft 7 B 20176 p. 4° Py Cloth 

17446 pt. 22. a 17-31; 1 29177-30548 p. = * Cloth, $6.50. 
17447 = pt. 23. Sept. ra 1970. (i + 805483 966 $6.50. 

17448 pt. 24. Sept 16-22, ky O fi tees see D. 40 oth, $6.00. 
17449 ppt. 25. 23-30, 1 9—34492 D. 40 : Cloth, - 
17450 _ ~—ss ptt. 26. Oc. ‘1-8, 1870, tit 493--35016 D. ° + Chotk, 86 $6.75. 

17451 = pt. 27. Oct. > 0. 14 + Se rv Dp. 4° 

17452 pt. 30. Dec. 4— i970. 2 ..% Cloth, 8.00, 


17453 ~=— pt. 81. Dec. tia%, 1979. ti} i Par105 42828 p- * Cloth, $6.00 


United States Code, containing general and feist s laws of United 
States in force on Jan. 20, 1971; prepared by Committee on the Judiciary 
of the House of Representatives. 1970 edition. 1971. @ Item 991 
Y4.J 89/1: Un 3/3/970/v. (nos. ) 
17454 v. 13. Geesro- iiss) D-I. xxvi-+ 14679-15789 p. large 8° * Fabrikoid, $9.75 (S/N 


5 1 
17455 v.14. General index J-Q. xxvi+ 15791-16687 p. large 8° * Fabrikoid, $8.25 (S/N 
5270-1191). 


Laws 


Nore. —The Federal laws are first published s pete and in this form are 
known as “slip laws’. Later, these laws are compil edited, indexed, and published 
in the volumes of the Statutes at large. 


Private laws, 92d Congress. + House or Senate Document A pence Capitol. 


17456 24. H.J. Res. 850, joint resolution authorizing Carl Albert, aker of House 
< Representatives, to a t and wear Ancient Order . Sikatuna (rank 


ope an igi to. confe by President of The Philippines. Approved 
it. 2 

17457 25. 8.4 on act for relied of Mr. and Mrs. Arvel Glinz. Approved Sept. io 1971. 1 p. 
17458 26. 8. , act for relief of John Borbridge, junior. rag Cato nyt 1971. 1 p. 
17459 27. *e for relief of Flore Lekanof. sueeored Oct. 1971.1 


8. 4 

17460 8628, S. Fit act for relief of Siu-kei Fong. ARP proved Oct. in 1971. ip. 

17461 29. - 1489, act of relief of Park Jung pproved Oct. 14, 1971. 

17462 30. 59, act for relief of Leonarda Se eearente ra Ocari Za ome her daughter, 
* Dacia B. Ocariza. Approved Oct. 14, 1971. 1 p. 


Public laws, 92d Congress. @ Item 575 


Nore.—Public laws in slip form in the first Baoe, may be obtained from the 

po ye yam of Documents, Washington, DC 402, at a subscription peree of 

00 per session, $5.00 additional for foreign mailing; single copies vary in price. 

17463 125. H.R. 2587, act to establish National Advisory Committee on Oceans and 
Atmosphere. [Approved Aug. 16,1971.] 2p. * Paper, 5c. 


RRNe 


ATOMIC ENERGY JOINT COMMITTEE 
Washington, DC 20515 


AKC licensing procedure and related legislation, hearings before Subcom- 
mittee on Legislation, 92d Congress, Ist session. @ Item 999 
Y 4.At 7/2: L 61/pt. (nos. ) 
17464 t. 2. A ndixes 1-28. 1971. vii+ 479—1146+-1 * Paper, $2.75. 
° is Ad C. card 78-614661 we vere. ’ 
pt. 3. Appendixes 29-46. 1971. vii+1147-1634+iv p. * Paper, $1.75. 
L.C. card 78-614 
pt. 4. anpsugeee 47-60. 1971. vii+1635-—2090+-iv p. 1 pl. 2 p. of pl. * Paper, 


C. card 78-614661 
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GOvERNMENT PUBLICATIONS 


DEFENSE PRODUCTION JOINT COMMITTEE 
Washington, DC 20510 


17465 Defense production act progress report 50: v. 2, Potential shortage of ores, 
metals, minerals, and energy resources, hearing, 92d Congress, ist 
session, Sept. 22 and 23, 1971. 1971. iii+281-496 p. il. + @ Item 999-A 
L.C. card 73-614663 Y 4.D 36: P 94/n0.50/v.2 


ECONOMIC JOINT COMMITTEE 
Washington, DC 20510 


17466 Balance-of-payments mess, hearings before Subcommittee on International 
Exchange and Payments, 92d Congress, Ist session, June 16-23, 1971. 
1971. v-+-441 p.il. * Paper, $1.75. @ Item 1000 
L.C. card 72-614910 Y4.Ec 7: P 29/10 


17467 Beonomic analysis and efficiency of Government, hearings before Subcom- 
mittee on Priorities and Economy in Government, 92d Congress, ist 
session. 


pt. 6. Economic incentives to control pollution, July 12 and 19, 1971. 1971. 
4 1185-1308 p. * Paper, 50c. @ Item 10 


, card 72605885 Y¥ 4.Ee 7 : He 7/23/pt.6 
17468 President’s new economic program, hearings, 92d Congress, 1st session. 
@ Item 1000 
L.C. card 74-614908 Y 4.Ec 7: P 92/pt. (nos. ) 
pt. 1. Aug. 19-23 1971. Bi Abe iv+1-191 p.il. * Paper, 70c. 
pt. 2. A - §0-8e t 3, 1971. 1971. iv-+193-370 p. il. * Paper, 70c. 


74614908 
pt. 3. sept i 0-47, 1971. 1971. 1ii+-371-507 p. * Paper, 55c. 


17469 Report on crude oil and gasoline price increases of Nov. 1970, background 
study ; Nov. 3, 1971. 1971. v+102 p. il. (Joint committee print, 92d Con- 
gress, Ist session.) ¢ @ Item 1000 
L.C. card 77-614981 Y 4.Ece 7: O15 


HOUSE OF REPRESENTATIVES 
Washington, DC 20515 


House documents 


Nors.—All House documents, entries for which are followed by a {, may be 
obtained from the House Document Room or from the issuing office. 


House documents, 92d Congress. 

17470 126. Pocket data book, USA 1971. [May 1971.] 352 p. il. 16° [Biennial. Prepared 
under supervision of William Lerner, General Reports Division.] * (Avail- 
paie in departmental edition, $1.75, € 3.134/38: 971, and sent to depositories 

n that form. See Entry no. 17398. } 

17471 148. Onto River basin comprehensive survey, main report and development pro- 
ram formulation, communication from Chairman, United States Water 
esources Council; transmitting report ; July 27, 1971. 1971. [607] p. il. 4° 

+ (To be sent to depository libraries in serial set binding.) 
L.C. card 74—-614758 

17472 159. 2d supplemental ra = -_ 1970, establishing limitation on budget 
outlays, fiscal year 1971. Sept. 8, 1971. 8 p. + @ Item 996 

17473 = 1162. a e Goer without war and without infiation message 9 President 

nited States concerning his economic policies ; ar 9, 1971. 1971. 
et ]+7p. * Paper, 10c. (S/N og taped & Item 9 
17474 164. Urgent. oe appropriations for fiscal year 1972. Sept. 28, 1971. 34 p. 
Item 


House reports 


os Nors.—For titles of bills which these reports accompany, see Congressional record 
dex. 


House reports on public bills, 92d Congress. * House Document Room, 


Capitol. @ Item 1008-A 


17475 460, pt. 2. Black lung benefits. Bopert from Committee 7 Education and Labor 
to accompany H.R. 9212 pt. 2. Sept. 14, 1971. 1 p. 

17476 = 4772. Cooperative forest prens. Report from Committee on Agriculture to 
accompany H.R. 8817. Sept. 9, 1971. 9 p. 


*For Sale by Superintendent of Documents 
Distribution Made by Issuing O 
Page 14 Official Use. Not Available 





Decemsrr 1971 
7 473. Designation of Samuel R. McKelvie National Forest. Report from 

— Committee on Agriculture to accompany H.R. 9634. Sept. i3, 1971. 
6 

17478 474. etisaion of authority for insuring loans under Consolidated farmers 
home administration act of 1961. Report from Committee on Agri- 
culture to accompany H.R. 10538. Sept. 13, 1971. 3 p 

17479 475. International patent and trademark studies. Report from Committee 
on Judiciary to socomnees 9. 1253. Sept. 14, 1971. 5 p. 

17480 476. Consideration of H.R. ear from Committee on Rules to ac- 
company H. Res. 593. i. Sept: 14 1971. a 

17481 477. Consideration of H.R. 9936. Report from Committee on Rules to 
accompany H. Res. 594. Sept. 14, 1971. 1 p. 

17482 478. Facilitating enforcement of certain shippine. laws by Federal Maritime 
Commission. Report from Committee on Merchant Marine and Fish- 
=f to accompany H.R. 755. Sept. 14, 1971. 19 p. [Corrected 

17483 479. Public ‘ania appropriations, 1972. Conference report to accom- 
pany H.R. 10090. Sept. 14, 1971. 33 p. 

17484 480. Requiring protection, management on control of wild free-roaming 


horses and burros on public lands. Report from Committee on 
Interior and Insular Affairs to accompany H.R. 9890. Sept. 15, 
1971.13p 

17485 481. Establishing survivor benefit plan for members of Armed Forces 
in retirement, and for other purposes. Report together with addi- 
tional views from Committee on Armed Services to accompany H.R. 
10670. Sept. 16, 1971. 54 p. [Reported without amendment. ] 


17486 482. Land exchange, Fort Bliss Military Reservation, Tex. Report from 
Committee on Armed Services to accompany H.R. 2566. Sept. 21, 
1971.7 p. 

17487 483. Disapproving alternate plan, dated Aug. 31, 1971, for pay adjustments 


for Federal employees under statutory pay systems. Report together 
with minority views from Committee on Post Office and Civil Serv- 


ice to a Res. 596. Sept. 21, 1971. 10 p 

17488 484, Consideration of R. 10351. Report from Gommuittes on Rules to ac- 
company H. Res. 608. Sept. 21, 1971. i; 

17489 485. Consideration of H.R. 9166. Report +7 Committee on Rules to 
accompany H. Res. 609. Sept. 21, 1971. 

17490 486. Congressional districting. Report from Copaiatetes on Judiciary to ac- 
company H.R. 10645. Sept. 22, 1971. 12 p. 

17491 487. Prohibiting piracy of sound recordings. Report from Committee on 
Judiciary to accompany 8. 646. Sept. 22, 1971. 19 p. 

17492 496. Amending title 10, United States Code, to limit separation of members 


of Armed Forces under conditions other than honorable, and for 
other — Ls rt from Committee on Armed Services to ac- 


company H.R 22. Sept. 22, 1971. 49 p. [Reported without 
amendment. ] 
17493 =503. Consideration of H.R. 6893. Report from Committee on Rules to ac- 
company H. Res. 615. Sept. 23, 1971. 1 p. 
17494 504. Consideration of H.R. 8085. Report from Committee on Rules to ac- 
company H. Res. 616. Sept. 23, 1971. 1 p 
17495 506. Making additional immigrant visas available for immigrants from 


certain foreign countries, and for other purposes. Report together 
with separate views from Committee on Judiciary to accompany H.R. 
9615. Sept. 23, 1971. 16 p. 


17496 508. Incorporating professions in District of Columbia. Report from Com- 
prs ag District of Columbia to accompany H.R. 10383. Sept. 23, 
1.7p 
17497 509. Regulating practice of dentistry in District of Columbia. Report from 
Committee on District of Columbia to accompany H.R. 10738. Sept. 
23, 1971. 21 p. 
17498 510. 


Amending District of Columbia election law. Report from Committee 
. District of Columbia to accompany H.R. 10784. Sept. 23, 1971. 


17499 512. Requesting Secretary of State to furnish text of all communications 

pertaining to forthcoming Vietnamese presidential election. Adverse 

report arene, Committee on Foreign Affairs to accompany H. Res. 
595. Sept. 27, 1971. 2 p. 

Construction | and alteration of Veterans’ Administration hospitals. Re- 
— t from Committee on Veterans’ Affairs to accompany H.R. 6568. 

ept. 27, 1971. 14 p. 

Central administration of training programs for VA interns or resi- 
dents. Report from Committee on Veterans’ Affairs to accompany 
H.R. 10879. Sept. 27, 1971. 7 p. 

Veterans medical care act of 1971. Report from OTL aan on Vet- 
erans’ Affairs to accompany H.R. 10880. Sept. 27, 1971. 44 

Air Traffic controllers career program. Report from Tamatiee on 
++ of eg and Civil Service to accompany H.R. 8083. Sept. 27, 

17504 517. Providing additional free letter mail and air transportation mailing 

privileges for certain members of Armed Forces. Report f from Com- 


mittee on -* | = and Civil Service to accompany H.R. 3808. 
Sept. 28, 1971. 


17500 38513. 
17501 514. 


17502 =-5515. 
17503 = 5516. 
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House reports on public bills. 92d Congress—Continued 


17505 


17506 


17507 
17508 
17509 
17510 


17511 


17512 


17513 


17514 


17515 


17516 


17517 


17518 


17519 


17520 


17521 


17522 
17523 


17524 


17525 


518. 


519. 


520. 
§21. 
522. 
523. 


524. 


527. 


530. 


531. 


532. 


534. 


535. 


536. 


537. 


538. 


539. 


540. 
541. 


614. 


Revision of cotton ginning census report dates. Report from Com- 
7 al o Post Office and Civil Service to accompany S. 932. Sept. 28, 
1971.3 

eee, | ah of certain passenger vessels. Report from Committee 

oernent Marine and Fisheries to accompany H.R. 10577. Sept. 
28, 1971. 12 p. 

reneinerétion of H.R. 8787. Report from Committee on Rules to ac- 
company H. Res. 624. Sept. 28, 1971. 1 p. 

Consideration of H.R. 10538. Report from Committee on Rules to 
acompany H. Res. 625. Sept. 28, 1971. 1 p. 

Consideration of H.R. 10729. Report from Committee on Rules to ac- 
company H. Res. 626. Sept. 28, 1971. 1 p. 

Providing for setlement of land claims ot Alaska natives. Report to- 
gether with dissenting view from Committee on Interior and Insular 
Affairs to accompany H.R. 10367. Sept. 28, 1971. 56 p. 

Uniformed services health professions revitalization act of 1971. Re- 
_— from Committee on Armed Services to accompany H.R. 2. 

ept. 28, 1971. 28 p. 

Sugar act amendments of 1971. Conference report to accompany H.R. 
$866. Sept. 29, 1971. 20 p. 

Providing for conveyance of certain real property of United States to 
University of ~ th Dakota, N. Dak. Report from Committee on 
eer and wlar Affairs to accompany H.R. 8653. Sept. 29, 

71.2 p. 

Conveying certain land to Twenty-nine Palms Park and Recreation 
District. Report from Committee on Interior and Insular Affairs to 
acompany H.R. 9346. Sept. 29, 1971. 3 p. 

Providing additional funds to Committee on Education and Labor 
to study welfare and pension plan programs. Report from Committee 
ty House Administration to accompany H. Res. 607. Sept. 29, 1971. 

Dp. 

Authorizing establishment of National Guard unit in Virgin Islands. 
Report from Committee on Armed Services to accompany H.R. 3817. 
Sept. 30, 1971. 7 p. 

Establishing Arches National Park in Utah. Report from Committee 
3 et or and Insular Affairs to accompany H.R. 7136. Sept. 30, 

Dp. 

Revising boundaries of Canyonlands National Park in Utah. Report 
from Committee on Interior and Insular Affairs to accompany H.R. 
7137. Sept. 30, 1971. 14 p. 

Establishing Capitol Reef National Park in Utah. Report from Com- 
mittee on Interior and Insular Affairs to accompany H.R. 8213. 
Sept. 30, 1971. 8p 

Comparability pay rate adjustments based on 1971 Bureau of Labor 
Statistics survey. Report together with minority views from Post 
og peng Civil Service Committee to accompany H.R. 10881. Sept. 30, 

.6p. 

Authorizing Committee on Ways and Means to make studies and in- 
vestigations within its jurisdiction. Report from Committee on 
Rules to accompany H. Res. 597. Sept. 30, 1971.1 

Consideration of H.R. 10947. Report from Committee on Rules to ac- 
company H. Res. 629. Sept. 30, 1971. 1 p. + @ Item 1008-A 

Providing assistance to Radio Free Europe and to Radio Liberty. Re- 
pers oN Committee on Foreign Affairs to accompany S. 18. Sept. 30, 

Consumer protection act of 1971. Report together with additional 
views from Committee on Government Operations to accompany H.R. 
10835. Sept. 30, 1971. 51 p. 

Changing Federal fiscal year, testimony and analysis. 1st report by 
Joint Committee on Congressional Cpeeecene with additional and 
minority views ; Nov. 5, 1971. 1971. v-+53 p. i 


Agriculture Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 924 Congress. + @ Item 1010 
H. V.B.E., Venezuelan equine encephalomyelitis, hearing before Subcommittee on 


17526 


17527 


17528 


Page 16 


Livestock and Grains and Subcommittee on Department Operations, 92d 
Congress, 1st session. 1971. iii+59 p. 
L.C. card 71-614918 Y 4.Ag 8/1: En1 


I. Strategic storable agricultural commodities act of 1971, hearings before Sub- 


committee on Livestock ane Grains, 92d Congress, 1st session, on H.R. 1163, 
Sept. 15 and 16, 1971. 1971 i1i+74 p Y 4.Ag 8/1:C 738/11 


J. Protect producers’ incomes when rebutidin ng reserve stocks of wheat or feed 
v 


fie 


ili 
og card 75-614919 Y¥ 4.Ag 8/1: In 2/5 


ins, hearing before Subcommittee on estock and Grains, 92d Congress, 


it, seacton, on H.R. 8290, H.R. 8564, and H.R. 9942, July 29, 1971. 1971. 
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Appropriations Committee, House 
Washington, DC 20515 


17529 District of Columbia appropriations for 1972, hearings before subcommit- 
tee, 92d Congress, Ist session. 
pt. 3. Amendments to the budget, capital coating, repayment of District of Colum- 
bia obligations, Commission on Organization of Government of District 
of Columbia, repayment of loans and interest, sanitary engineering, testi- 
mony of Members of Congress, citizens and organizations of District of 
Columbia, Washington Metropoiitan Area Transit Authority. 1971. ii+ 391 
+ivp. il. ¢t @ Item 1011 
L.C. card 60-60520 Y 4.Ap 6/1: D 63/972/pt.3 


Armed Services Committee, House 
Washington, DC 20515 


Papers, 92d Congress. @ Item 1012 Y 4.Ar 5/2 a: 971-72/ (nos. ) 


Note.—These papers consist largely of hearings. They are paged continuously 
for binding at the end of session of Congress under title “Hearings before Commit- 
tee on Armed Services of the House of epresentativ es on sundry legislation affect- 
ing the naval and military establishments.’’ Title page, contents, and index are 
issued for each volume. 


17530 28. Proposed transfer of Military Sealift Command functions to Military Traffic 
anagement and Terminal Service, hearings before Special Subcommittee 
on Transportation, 92d Congress, ist session, Sept. 13—Oct. 7, 1971. 1971. 
cover title, 6379-6927 +-ii p. il. 
L.C. card 77-614965 


Education and Labor Committee, House 
Washington, DC 20515 


17531 Economic opportunity act, hearing before special hearing subcommittee 
no. 1 and special hearing subcommittee no. 2, 92d Congress, 1st session, 
on oversight into administration of Economic opportunity act of 1964 
and consideration of H.R. 40, H.R. 6360, H.R. 6394, and H.R. 8163, 
July 20, 1971. 1971. iii+75 p. [Hearing held in Washington, D.C.] 
@ Item 1015 Y 4.Ed 8/1: Ec 7/971-9 


17532 To amend Fair labor standards act of 1938, hearings before General Sub- 
committee on Labor, 92d Congress, Ist session, on H.R. 7130, Apr. 20— 
May 12, 1971. 1971. ix+881 p. [Hearings held in Washington, D.C. and 
San Juan, Puerto Rico.] + © Item 1015 
L.C. card 72-614902 Y 4.Ed 8/1: L 11/10/971 


Foreign Affairs Committee, House 
Washington, DC 20515 


17533 Atlantic Union delegation, hearings before Subcommittee on International 
Organizations and Movements, 92d Congress, 1st session, on H. Con. Res. 
163 and 164, July 13-15, 1971. 1971. iv+153 p. + @ Item 1017 
L.C. card 77-614906 Y 4.F 76/1: At 6/3 


17534 Background material, foreign assistance programs; June 1, 1971. 1971. 
v+33 p. (Committee print, 92d Congress, lst session.) 7 
L.C. card 79-614420 Y 4.F 76/1: F 76/45/971 
17535 Rules of Committee on Foreign Affairs, House of Representatives, adopted 
Feb. 25, 1971. 1971. iii+5 p. (Committee print, 92d Congress, 1st ses- 


sion.) jf 
L.C. ecard 70-614223 Y4.F 76/1: R 86 


Government Operations Committee, House 
Washington, DC 20515 


17536 Aircraft collision avoidance systems, hearing before subcommittee, 92d 
Congress, 1st session, Aug. 3, 1971. 1971. iv+384 p. il. ¢ @ Item 1016 
L.C. card 77-614894 Y4.G 74/7: Ai7/8 


17587 Economy and efficiency of U.S. aid programs in Laos and Cambodia, hear- 
ing before subcommittee, 92d Congress, 1st session, July 12, 1971. 1971. 
iii+133 p. + @ Item 1016 
L.C. card 75-614986 Y 4.G 74/7: L 29/2 
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17538 Inequitable currency exchange rates in Vietnam, hearings before subcom- 
mittee, 92d Congress, 1st session, July 8 and 9, 1971. 1971. iii+-1065 p. il. 
+ @ Item 1016 
L.C. card 70-614730 Y¥4.G 74/7: V 67/3 


17539 Recurring payments, hearing before subcommittee, 92d Congress, 1st ses- 
sion, on H.R. 8708, Sept. 29, 1971. 1971. iii+27 p. ¢ @ Item 1016 
L.C. ecard 79-614928 Y 4.G 74/7: P 29/2 


17540 Safety and effectiveness of new drugs (marketing of fixed combination 
drugs and unapproved new drugs, implementation of drug efficacy find- 
ings), hearing before subcommittee, 92d Congress, Ist session, May 26, 
1971. 1971. iii+82p.il. ¢ @ Item 1016 
L.C. card 76-614891 Y4.G 74/7: D 84/8 


17541 U.S. Government information policies and practices : Pentagon papers, hear- 
ings before subcommittee, 92d Congress, 1st session. @ Item 1016 
L.C. ecard 70-614955 Y 4.G 74/7 : In 3/12/pt. (nos. } 


pt. 1. June 23-25, 1971. 1971. iii+ 275 P. * Paper, $1.25. 
pt. 2. June 28 and 29, 1971. 1971. iv-+277-778 p. il. * Paper, $2.00. 


Interior and Insular Affairs Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 92d Congress. ¢ @ Item 1023 
Y 4.In 8/14 : 92—(nos.) 


17542 11. Proposed amendments to Land and water conservation fund act, hearings 
before Subcommittee on National Parks and Recreation, 92d Congress, 1st 
session on H.R. 6730 and related bills, May 13-25, 1971. 1971. v-+353 p. il. 
L.C. card 79-614735 

17543 13. Sawtooth National Recreation Area, hearings before Subcommittee on National 
Parks and “ihe ne _— Congress, ist session, on H.R. 6957, June 7-8, 
1971. 1971. vi+ 24 
L.C, card 78-61490 


Interstate and Foreign Commerce Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 92d Congress. @ Item 1019 
Y 4.In 8/4: 92—(nos.) 


17544 87. Study of — industry, een before Subcommittee on Commerce and 
Finance, 92d Congress, 1st 
pt. 1. Aug. 2 2 and , 1971. 1971, rs 748 p. il. * Paper, $3.00. 

C. card 73-614905 

17545 38. Investment company act amendment, hearing before Subcommittee on Com- 
merce and Finance, 92d Congress, ist session, on H.R. 9758 and s. 2216, 
Oct. 21, 1971. 1971. i1-+7 p. t 
L.C. card 71-614898 

17546 40. National cancer attack act of 1971, hearings before Subcommittee on Public 
Health and ee poe a val 92d Congress, ist session, on H.R. 8343 and all 

other bills and resolution: 
pt. 1. Sept. 15—Oct. 11, 1971. 1971, xili+1-423 p. * Paper, $1.75. 

17547 41. National cancer attack act of 1971, hearings before Subcommittee on Public 
Health and Environment, 92d Congress, ist session, on H.R. 8343 and all 
other bills and resolutions. 
= Sept. 15-Oct. 11, 1971. 1971. xili+425-832 p. il. * Paper, $1.50. 

C. card 70-614963 


Judiciary Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 92d Congress. Y 4.J 89/1 : 92-(nos. ) 


17548 [13.] Mega} a aliens, hearings before subcommittee no. 1, 92d Congress, 1st session. 
May ‘5-June 21, 1971. 1971. 111+ 281 ». ii. [Hearings held in Wash- 


ington, D.C., and er? 5) 
pt. 2. June 24—Suly 1 10, 1971. 197 iv-+ 283-681 p. il. map [Hearings held 
in Denver, Colo. and El Paso, Tex.] 
17549 814. Treatment “| rehabilitation of narcotics addicts, hearings before subcom- 
—. oy , 92d Congress, ist session, on E.R. 284, H.R. 8389, and 
a 
t.1. June Senbie 80, 1971. 1971. iv-+-696 p. 
C. card 76-614 
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Merchant Marine and Fisheries Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 92d Congress. + @ Item 1021 
Y 4.M 53 : 92—(nos.) 
17550 10. Marine mammals, hearings before Subcommittee on Fisheries and Wildlife 
Conservation, 92d Congress, 1st session, on H.R. 690 [and other bills], 
Sept. 9-23, 1971. 1971. ix+584 p. il. 
L.C. card 78—614897 
17551 11. Passenger vessels, hearings before Subcommittee on Merchant Marine, 92d 
Congress, 1st session, on H.R. 10577, Apr. 27—Sept. 22, 1971. 1971. v4-358 p. 
17552 12. Port and harbor safety, hearings before Subcommittee on Coast Guard, A 
and Geodetic Survey, and Navigation, 92d Congress, 1st session, on H.R. 867, 
H.R. eae _— 8140 [and] H.R. 6232, July 20-Aug. 23, 1971. 1971: 
vi+402 p 
L.C. cane. 75614899 


Post Office and Civil Service Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 92d Congress. + @ Item 1022 
Y 4.P 84/10: 92—(nos.) 
17553 25. Early retirement legislation, hearing before Subcommittee on Retirement, 
Insurance, and Health Benefits, 92d Congress, 1st session, on H.R. 1266 and 
similar bills, Sept. 21, 1971. 1971. iii+-62 p 
L.C. card 75-614750 
17554 26. Increase Government share of health insurance premiums, hearing before 
Subcommittee on Retirement, Insurance, and Health Benefits, 92d Congress, 
1st session, on H.R. 9620, Sept. 28, 1971. 1971. iii+ 104 p. 
L.C. card 78—-614925 
17555 Report on circumstances surrounding proposed sale of United States Postal 
Service bonds, prepared by staff of Postal Service, Subcommittee; 
Sept. 27, 1971. 1971. xiv-+58 p. (Committee print no. 11, 92d Congress, 
1st session.) 7 
L.C. card 77-614425 Y 4.P 84/10: B 64/5 


Public Works Committee, House 
Washington, DC 20515 


[Committee publication] 92d Congress. 


17556 10. Water pollution control legislation, 1971, oversight of existing program, 
hearings, 92d Congress, 1st session, May $5-July 7, 1971. 1971. v+715 p. il. 

map * Paper, $3.25. @ Item 1024 
L.C. card 70614947 Y 4.P 96/11 : 92-10 


Science and Astronautics Committee, House 
Washington, DC 20515 


Committee print, serial, 92d Congress, 1st session. 


17557 C. Background material for hearings on conversion research and education, pre- 
pared for Subcommittee Science, Research, and Development; June 18, 


1971. 1971. v+55 il. 
L.C. card 71-6137 87 Y 4.8cei 2: 92-1/C 


[Paper], 92d Congress. 
17558 11. Conversion research and education act of 1971, H.R. 34, hearings before Sub- 
committee on erry Research, and Development, 92d’ Con “ 1st session, 
June 22—Aug. 6, 1971. 1971. vi+782 p.il. + @ Item 10 
L.C. card 70—614907 Y 4. Sct 2: 92-1/11 


Small Business, Select Committee on, House 
Washington, DC 20515 


17559 Concentration by competing raw fuel industries in energy market and its 
impact on small business, hearings before Subcommittee on Special Smali 
Business Problems, 92d Congress, 1st session, pursuant to H. Res. 5 and 
19, July 12-22, 1971. 1971. v-+-443+ A699 p. il. + @ Item 1031 
L.C. card 76-614729 Y4.Sm 1: En 2/2 
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SENATE 
Washington, DC 20510 


Senate documents 


Nots.—All Senate documents, entries for which are followed by a ft, may be 
obtained from the Senate Document Koom or from the issuing office, 


Senate documents, 92d Congress. 


17560 41. Tributes to Allen J. Ellender of Louisiana [President of Senate org tempore] 
in Er ee of his 81st birthday ; Sept. 24, 1971. 1971. iv+72 p. 
tem 


Senate executive documents 


Senate executive document, 92d Congress, 1st session. 


17561 K. Protocoi relating to amendment to International Civil Aviation Convention, 
message from President of United States transmitting protocol dated New 
York, Ter. 12, 1971; Oct. 1, 1971. 1971. vi¢+2p. ¢ Y¥ 1.92/1:K 


Senate reports 


; tage .— For titles of bills which these reports accompany, see Congressional record 
ndex. 


Senate reports on public bills, 92d Congress. + Senate Document Room, 
Capitol. @ Item 1008-A 


17562 360. Separation of powers. Report of Committee on Judiciary, made by its Sub- 
committee on Separation of powers si to S. Kes. 347, 91st Congress, 
2d Congress ; Sept. 10, 1971. 1971. ii+11 

17563 361. Residenc requirement ‘of _ electors. Report "trom Committee on District of 
Columbia to accompany S. 2495. Sept. 10, 1971. 5 p. 

17564 362. Federal-State Communications Joint Board. Report from Committee on 
Commerce to accompany H.R. 7048. Sept. 17, 1971. 7 p. 

17565 363. Repeal Formosa resolution. Keport from Committee on vsrelm: Relations 
to accompany S.J. Kes. 48. Sept. 21, 1971. 6 p. [Corrected print.] 

17566 | 364. Extending privilege of Senate floor to ‘Chaplain of House of Representatives. 
Report from Committee on Rules and Administration to accompany 8. Kes. 

71. Sept. 22, 1971. 1 p. 

17567 365. Authorizing printing for use of Committee on Government Operations of 
additional copies of = 3 of its hearings entitled, Organized crime. Keport 
from sommiriee 9 ules and Administration to accompany S. Res. 168. 
Sept. 22, 1971. 

17568 366. Authorizing ato kg of report entitled Development of systems to attain 
estabiished motor vehicle and engine emission standards, as a Senate 
document. Keport from Committee on Rules and Administration to accom- 
pany S, Res. 164. Sept. 22, 1971. 3 p. 

17569 367. Authorizing printing of compilation entitled Statements by Presidents of 
United States on international cooperation in space, chronology, Oct. 1957- 
July 1971, as a Senate document. Report from Committee on Rules and 
Administration to accompany S. Res. 161. Sept. 22, 1971. 2 p. 

17570 368. Authorizing additional eapenmiigree by Special Committee on Ages, 5 Revert 
from Committee on Ru and Administration to accompany S. Kes. 159. 
Sept. 22, 1971. 2 p. 

17571 369. Authorizing supplemental expenditures by Committee on Judiciary for study 
pertaining to constitutional ri Bite. Re re ore or ee on Rules and 
Administration to accompany Res. 1 “= p. 

17572 870. Authorizing printing of additional copies oe nang ti on H.R. 13520, 
Comprehensive preschool education and child day-care act of 1969. Report 
from Committee on — and Administration to accompany H. Con. Res. 
319. Sept. 22, 1971. 

17573 371. Authorizing printing of nadditional copies of House hearings on H.R. 14753, 
Environmental quality education act of 1970. Report from Commitiee on 
Rules and Administration to accompany H. Con. Res. 320. 1 p. 

17574 372. anthers, 5 taba of oe sent of pts. 1 and 2 of House hearings 
on H.R H.R, 814, Drug abuse education act of 
1969. Report from Committee A — and Administration to accompany 
H. Con. Res. 337. Sept. 22, 1971. 1 p. 

17575 #373. Authorizing reprintirg of prayers offered by Chaplain of House of Repre- 
sentatives during S9th, 90th, and 91st Congresses. Report from Committee 
+ eae and Administration to accompany H. Con. Res. 359. Sept. 2? 

a 

17576 874. Authorizing printing of Constitution of United States, as amended through 
July 5, 1971, as House document. Report from Committee on Rules and 
Administration to accompany H. Con. Res. 365. Sept. 22, 1971. 2 p. 

17577 375. Spthociing printing of pocket-size edition of Constitution of United States, 
as amended to July 1, 1971, as House document. Report from Committee 
Sei ae and Administration to accompany H. Con. Res. 307. Sept. 22, 

-lp. 
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17578 376. Amending act of Sept. 26, 1970 (84 Stat. 884). Report from Yo age eg on 
Interior and Insular Affairs to accompany S. 1733. Sept. 23, 1971. “> 

17579 378. To amend Airport and airway development and revenue acts of 1970. eh 
from Committee on Commerce to accompany 8S. 1437, Sept. 24, 1971. 
[Corrected print. ] 

17580 381. Sugar act 1871 a of 1971. Conference report to accompany H.R. 8866. 

ept. 2 

17581 383. Guemseth extension of Federal water pollution control act. Report ry" 
Committee on Public Works to accompany S. 2613. Sept. 29, oe: p. 
+ @ Item 1008-—A 8 rp. 

17582 384. Indian education act of 1971. Report together with supplemental a from 
Committee on Interior and Insular Affairs to accompany S. 2482. Oct. 1, 
1971. 74 p. [Corrected print. 

17583 385. Samuel R. McKelvie National Forest. Report cg Committee on Agricul- 
ture and Forestry to accompany H.R. 9634. Oct. 4 1.5 

17584 386. Perishable agricultural commodities act amendments. Report from Committee 
on Agriculture and Forestry to accompany S. 1838. Oct. 4, 1971. 5 p. 

17585 389. Cooperation with Central American countries in suppressing communicable 
animal diseases. Report from Committee on Agriculture and Forestry to 
accompany S. 2396. Oct. 4, 1971. 4 p 

17586 405. Alaska native claims settlement act be 1971. Report together with additional 
and supplemental views from Committee on Interior and Insular Affairs 
to accompany S. 35. Oct. 21, 1971. 223 p. 

17587 414. Federal water pollution control act amendments of 1971. Report of Committee 
on Public Works together with supplemental views to accompany S. 2770; 
Oct. 28, 1971. 1971. v-+120 p 

17588 433. Mental health care and the stacks: shortcomings in public om. Report by 
Special Committee on Aging; Nov. 8, 1971. 1971. vii+ 194 p 


Aging, Special Committee on, Senate 
Washington, DC 20510 


17589 Bvaluation of Administration on Aging and conduct of White House Con- 
ference on Aging, hearings before Special Committee on Aging, 92d Con- 
gress, 1st session. 
pt. 7. ne yy pone, May 13, 1971. 1971. iii+409-488 p. il. * Paper, 35c. 

em 1 
L.C. card 73—613695 Y 4.Ag 4: Ag 4/2/pt.7 

17590 Trends in long-term care, hearings before Subcommittee on Long-Term 

Care, 92d Congress, 1st session. 


pt. 14. June 15, 1971. 1971. iii+-1373—1419 p. il. * Paper, f?; @ Item 1009 
L.C. card 77-606571 4.Ag 4:C18/pt.14 


Agriculture and Forestry Committee, Senate 
Washington, DC 20510 


17591 Inspection of meat imports, hearing before Subcommittee on Agricultural 
Research and General Legislation, 92d Congress, 1st session, on S. 571, 
Sept. 28, 1971. 1971. iii+37 p. t @ Item 1032 
L.C. card 74614924 Y 4.Ag 8/2: M 46/9/971 


17592 Pest control research hearings before Subcommittee on Agricultural Re- 
search and General Legislation, 92d Congress, 1st session on S. 1794, 
Sept. 30 and Oct. 1, 1971. 1971.iv+174p. + @ Item 1032 
L.C. card 76-614911 Y 4.Ag 8/2: P 48/2 


17593 Rural development, hearing before Subcommittee on Rural Development, 
92d Congress, 1st session, on S .1612. 


pt. 6. wept i 20, 1971. 1971. iv+121 p. + @ Item 1032 
card 71-614086 Y 4.Ag 8/2: R 88/11/pt.6 


Appropriations Committee, Senate 
Washington, DC 20510 


17594 Departments of Labor, and Health, Education, and Welfare, and related 
agencies appropriations, fiscal year 1972, hearings before subcommittee, 
92d Congress, 1st session, on H.R. 10061 + © Item 1033 

Y 4-Ap 6/2: L. 11/972/pt. (nos. ) 
pt. 1. [Department of Labor, Cabinet Committee on Opportunities for Spanish- 
Speaking People, Commission of Railroad Retire’ nent, Federal Mediation 
and Concilation Service, National Labor Relations Board, National 
Mediation Board, Porppentona’ Safety and Health Review Commission, 
Office of Economic O pe tunity, gegen Retirement Board, U.S. 
Soldiers’ Home.] 1971. ii+1-826+vi p. i 
L.C. card 72—614728 
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Departments of Labor, and Health, Education, and Welfare—Continued 


[pt. 2.] [Department of Health, Education and Welfare, Social and Rehabilitation 
Service, Social Security Administration, Office of Child Development, 
Office for Civil Rights, artmental Management; related agencies, 
National Commission on Marihuana and Drug Abuse, National Com- 
mission on Libraries and Information Service. ] 1971. 1i+ 827-1484 + xix 


il, 
C. card 72-614728 
[pt. 4.] [Nondepartmental witnesses.] 1971. ii+2277—3132-+-xix p. il. 
ecard 72—614728 


[pt. 5.] [Statement of Assistant Secretary for Health, and Scientific Affairs, 
Health Services and Mental Health Administration.] 1971. ii+-3133- 
o616 + xix p 


L.C, card 72-614728 
[pt. 6.] a oy? of Health peeeatine, and Welfare, National Institutes of 
p. 
L. 


Cc 

ealth.] 1971. ii + 8617-4355+ 

C. card 72-614728 

17595 Predator control and related problems, hearings before Subcommittee on 
Agriculture, Environmental, and Consumer Protection, 92d Congress, 1st 
session. 1971. ii+220-+-vii p. il. + @ Item 1033 
L.C. card 75-614943 Y4.Ap 6/2: P 91 


Armed Services Committee Senate 
Washington, DC 20510 


17596 Inquiry into possible conflicts of interest involving Center for Naval 
Analyses, hearings before Subcommittee on Center for Naval Analyses, 
92d Congress, 1st session, Sept. 20-22, 1971. 1971. iii+179 p. + @ Item 
1084 


L.C. card 71-614985 Y 4.Ar 5/3: N 22/9 


17597 Nominations of Dudley C. Mecum to be Assistant Secretary of Arm / and 
Robert M. Duncan to be judge, U.S. Court of Military Appeals, hearing, 
92d Congress, 1st session, on Dudley C. Mecum, of Massachusetts, to be 
Assistant Secretary of Army (installations and logistics) and Robert M. 
Duncan, of Ohio, to be judge, U.S. Court of Military Appeals, for term 
of 15 years expiring May 1, 1986, Oct. 6, 1971. 1971. iii+-8 p. + @ Item 
1034 


L.O. card 78-614732 Y 4.Ar 5/3: M 46/6 


Banking, Housing, and Urban Affairs Committee, Senate 
Washington, DC 20510 


17598 State and local taxation of banks, report of study under Public law 91-156, 
prepared by Board of Governors of Federal Reserve system; May 1971. 
1971. viii+-70 p. (Committee print, 92d Congress, 1st session.) 
L.C. card 77-614409 Y 4.B 22/3: T 19/5 


Commerce Committee, Senate 
Washington, DC 20510 


[Committee hearings] serial, 92d Congress. Y 4.C 73/2 : 92—(nos.) 
17599 18. Automobile insurance reform and cost savings, hearings, 92d Congress, 1st 
session, on 8. 945, 8. 946, 8. 976 [and] S. Con. Res. 23. ¢ @ Item 1041 
pt. 1. Mar. 10—May 8, 1971. 1971. vi+1-415 p. il. 
L.C. card 70—614632 
17600 23. National Railroad Passenger Corporation, hearing before Subcommittee on 
jurface Transportation, 92d Congress, ist session, on S.J. Res. 88, 8. 1018, 
8. 1880, [and] S. 1639, Apr. 28, 1971. 1971. iv-+ 297 p. il. 
L.C. card 76-6149038 
17601 24. Nominations, 1971, hearings, 92d Congress, 1st session, on nominations of 
John W. Barnum, to be General Counsel of Department of Transportation, 
Vice, James A. Washington, jr.; Virginia Mae Brown, Dale W. Hardin, and 
Laurence K, Walrath to be Commissioners of Interstate Commerce Commis- 
sion ; Douglas W. Toms to be a Administrator of National Highway Traffic 
Safety Administration. 1971. ili+72 p. 
L.C. card 75-614927 
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District of Columbia Committee, Senate 
Winston DC 20510 


17602 Plection law in District of Columbia and history of District of Columbia 
elections, report prepared by District of Columbia Board of Elections. 
1971. xi+427 p.+[10] folded leaves, il. (Committee print, 92d Congress, 
1st session.) + 
L.C. card 74-614364 Y 4.D 68/2: El 2/3 


17603 Veterans unemployment in District of Columbia, hearings, 92d Congress, 
1st session, July 13 and Aug. 4, 1971. 1971. iv+144 p. + @ Item 1036 
L.C. ecard 71-614733 Y 4.D 68/2: Un 2/5 


Finance Committee, Senate 
Washington, DC 20510 


17604 Additional material related to child care legislation, prepared by the staff ; 
Sept. 21, 1971. 1971. iii+54 p. (Committee print, 92d Congress, 1st ses- 
sion.) + 
L.C. card 70-614415 Y4.F 49: C 438/3/add. 


17605 Child care, hearings, 92d Congress, 1st session, on S. 2003, child care provi- 
sions of H.R. 1, and Title 6 of printed amendment 318 to H.R. 1, Sept. 22- 
24, 1971. 1971. vii+513 p. il. * Paper, $2.25. © Item 1038 
L.C. card 71-614942 Y 4.F 49: C 43/4 


17606 Health maintenance organizations, staff questions with responses of De- 
partment of Health, Education, and Welfare; Sept. 27, 1971. 1971. vi 
+23 p. (Committee print, 92d Congress, Ist session.) ft 
L.C. card 72-614527 Y4.F 49: H 34/4 


17607 International aspects of the President’s new economic policies, hearings 
before Subcommittee on International Trade, 92d Congress, 1st session, 
Sept. 13-Oct. 1, 1971. 1971. iii+168 p. il. + @ Item 1038 
L.C. card 70-614920 Y 4.F 49: P 92/2 


17608 Material related to child care legislation, prepared by the staff; July 23, 
1971. 1971. iii+47 p. il. (Committee print, 92d Congress, lst session.) { 


L.C. card 70-614529 Y 4.F 49: C 43/3 
17609 Revenue act of 1971, hearings, 92d Congress, 1st session, on H.R. 10947. 

@ Item 1038 

L.C. card 75-614951 Y 4.F 49: R 32/8/971/pts. 


pt. 1. Oral testimony, Oct. 7-13, 1971. 1971. xvi+ 1-407 p. il. * Paper, $1.50. 
pt. 2. Oral testimony and written testimony, Oct. 14-18, 1971. 1971. xvi-+-409-— 
07 p. il. * Paper, $2.25. 
17610 Welfare reform—or is it? address of Russell B. Long, Chairman, Commit- 
tee on Finance, and supporting material, Aug. 6, 1971. 1971. ii+-[1]+23 
p. il. (Committee print, 92d Congress, Ist session.) f 
L.C. card 76-614528 Y 4.F 49: W 45 


Foreign Relations Comantttec, Senate 
Washington, DC 2051 


17611 Legislation on foreign relations, with explanatory notes; Apr. 1971. 1971. 
xi+1112 p. (Foreign Relations Committee, Senate, Foreign Affairs Com- 
mittee, House, joint committee print, 92d Congress, Ist session.) [Pre- 
pared by officials in various departments and agencies of executive 
branch in collaboration with staffs of Committees on Foreign Relations 
and Foreign Affairs. Contains text of laws amended to date. Edge index 
and how to use on p. 4 of cover.] * Paper, $4.50. 

L.C. card 70-612429 Y 4.F 76/2: L. 52/971 


17612 Okinawa reversion treaty, hearings, 92d Congress, 1st session, on Ex. J, 
92-1, Oct. 27-29, 1971. 1971. iii+154 p.iL + @ Item 1039 
L.C. card 73-614948 Y¥4.F 76/2: Ok3 
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Government | Operations Committee, Senate 
ashington, DC 20510 


17613 Bibliography of Federal grants-in-aid to State and local governments, 
1964-69, prepared by Legislative Reference Service for Subcommittee on 
Intergoverrmental Relations (pursuant to S. Res. 310, 91st Cong.) ; 
Oct. 2, 1970. 1970. vii+456 p. (Committee print, 91st Congress, 2d ses- 
sion.) * Paper, $1.76. 

L.C. card 76-610490 Y 4.G 74/6: G 76/6 


17614 Intergovernmental revenue act of 1971 and related legislation, hearings 
before Subcommittee on Intergovernmental Relations, 92d Congress, 1st 
session, on S. 1770 and S. 241, June 1—Aug. 3, 1971. 1971. v+-430 p. i!. 
* Paper, $1.75 (S/N 5270-1223). @ Item 1037 
L.C. card 75-614734 Y 4.G 74/6: In 8/9/971 


17615 Organization of Federal executive departments and agencies, data as of 
Jan. 1, 1971. [1971.] 28 x 34 in. * Paper, 25c. 
Y 4.G 74/6: Bx 3/971/chart 


Interior and Insular Affairs Committee, Senate 
Washington, DC 20510 


17616 Coal gasification development, hearings before Subcommittee on Minerals, 
Materials, and Fuels, 92d Congress, 1st session, on S. 1846, July 27 and 
28, 1971. 1971. iv-+169 p. + @ Item 1040 
L.C. ecard 74-614731 Y 4.In 8/18: C 63/4 


17617 Indian education act of 1971, hearing, 92d Congress, Ist session, on S. 2482, 
Sept. 20, 1971. 1971. iii+-77 p. ¢ @ Item 1040 
L.C. card 77-614922 Y 4.In 8/13: In 2/15 


17618 Legislative proposals concerning surface mining of coal ,history of legisla- 
tive proposals and analysis of pending measures, prepared y [George H. 
Siehl] at request of Henry M .Jackson, Chairman; Sept. 1 ,1971. 1971. 
vii+25 p. (Committee print, 92d Congress, 1st session. 2 
L.C. card 72-614369 Y 4.In 8/13 : C 63/5 


17619 Mining and minerals policy act of 1970, hearing before Subcommittee on 
Minerals, Materials, and Fuels, 92d Congress, 1st session, on S. 635, 
Apr. 28, 1971. 1971. iv+193 p.il. + @ Item 1040 
L.C. card 75-614769 Y 4.In 8/13 : M 66/36 


17620 San Angelo project, Tex., hearing before Subcommittee on Water and Power 
Resources, 92d Congress, Ist session, on S. 1151, Sept. 9, 1971. 1971. iii 
+19p. + @ Item 1040 
L.C. card 70-614892 Y 4.In 8/13: Saba 


Judiciary Committee, Senate 
Washington, DC 20510 


17621 Juvenile delinquency, hearing before Subcommittee to Investigate Juvenile 
Delinquency, 92d Congress (1st session, pursuant to S. Res. 32, sec. 12, 
on S. 1732, May 26, 1971.1971.iv+77 p. + @ Item 1042 
L.C. card 73-614964 Y¥ 4.J 89/2: J 98/39/971 


Labor and Public Welfare Committee, Senate 
Washington, DC 20510 


17622 Drug abuse, prevention, treatment, and rehabilitation, 1971, hearings be- 
fore Subcommittee on Alcoholism and Narcotics, 92d Congress, 1st ses- 
sion, on 8. 2217, Aug. 2-5, 1971. 1971. iv+-473 p. + @ Item 1043 
L.C. card 79-614952 Y¥4.L11/2: D 84/9/971 


17623 Equal employment opportunities enforcement act of 1971, hearings before 
Subcommittee on Labor, 92d Congress, 1st session, on S. 2515, S. 2617 
[and] H.R. 1746, Oct. 4-7, 1971. 1971. vi+525 p. + © Item 1043 
L.O. card 70-614895 ¥4.L11/2: Bm 7/16/971 
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17624 Marihuana and health, report to Congress from Secretary, Department of 
Health, Education, and Welfare; Mar. 1971. ix+[1]+100 p. (Subcom- 
mittee on Alcoholism and Narcotics.) * Paper, 45c. 

L.C. card 70-612035 Y4.L11/2: M 33/3 


Nutrition and Human Needs, Select Committee on, Senate 
Washington, DC 20510 


Nutrition and Human Needs, 1971, hearings, 92d Congress, 1st session. 
17625 pt. 5. Implementing of Public law 91-248, National school ~—_ -— Ay 1970, in 
Michigan. 1971. Ts Feve-oe » * Paper, as. @ Item 
L.C, card 70-6139 4.N 95: N 95/971/pt. 5 


Public Works Committee, Senate 
Washington, DC 20510 


[Committee publications] serial, 92d Congress. + Y4.P 96/10: 92—(nos.) 


17626 11. Watershed work plan for lower McKee Creek (North Fork) watershed, Adams, 
Brown, and Pike Counties, Ill., report of Soil Conservation Service, Depart- 
ment of Sericuitare, in accordance with Public law 83-566; Apr. 1971. 
1971. xxxii+65 BS 1.3 pl.4° (Committee print, 92d Congress, ‘Let session.) 
L.C. card 76613800 
17627 12. Watershed work plan for upper McKee Creek (North Fork), watershed, Adams 
and Brown Counties, Ill., report of Soil Conservation Service, Department of 
Agriculture, in accordance with Public law 83— 566; Apr. 1971. 1971. xxx 
+61 p.il.2 pl.4° (Committee print, 92d Congress, Ist session. ) 
L.C. card 72—-612198 
17628 13. Watershed work plan for west sector Whitewater River watershed, Butler, 
Sedgwick, and Harvey Counties, Kans., report of Soil Conservation Service, 
Dopertment of riculture, in accordance with Public law 83-566; Apr. 
1971. = i+67+ [1] p. il. 2 pl. 4° (Committee print, 92d Con- 
gress, 1st session.) 
card 79-612197 
17629 14. Watershed work plan for Middle-South Branch Forest River watershed, Grand 
Forks, Nelson, and Walsh Counties, N. Dak., report of Soil Conservation 
Service, Department of Agriculture in accordance with Public law 82-566; 
Apr. 1971. 1971. xxxvii+28 p. il. 2 pl. 4° (Committee print, 92d Con- 
gress, 1st session.) 
L.C. card 77-614417 
17630 16. Watershed work plan for Little Bigby Creek Watershed, Maury County, Tenn., 
report of Soil Conservation Service, Department of Agriculture, in accord- 
ance with Public law 83-566; Apr. 1971. 1971. xxili+61 p. il. 2 pl. 4° 
Committee print, 92d Congress, 1st session.) 
C. card 71-614532 
17631 20. Procedures for evaluation of water and related land resource projects, find- 
ings and recommendations of Special Task Force of Water Resources 
Council; Sept. 1971. 1971. [361] p. (Committee print, 92d Congress, ist 
session.) [Foreword by Jennings Randolph of West Virginia. ] 
L.C. card 78-614531 


[Committee publication] serial, 92d Congress. @ Item 1045 
Y 4.P 96/10 : 92—(letters—nos. ) 
17632 H12. Water pollution control legislation : 7, Petrochemical waste, hearings 
before Subcommittee on Air and Water sy ieee 92d Congress, ist 
session, on S. 75 [and other bills], Apr. 5 1971. v+3189-—3616 p. il. 
[Hearings held 2 New Orleans, La.] 5 t* 75. 
L.C. card 73-—612340 
17633 H17. National environmental laboratories, hearings before Subcommittee on Air 
and Water Pollution, 92d a, ist session, on 8, 1113. 
pt. 1. Proceedings, Apr. 28-May 6, 1971. 1971. v+609 p. il. * Paper, 


.C. card 70-614915 
17634 H24. Dffect of channelization on environment, hearing before Subcommittee on 
ood Control Sg and Harbors, 92d Congress, 1st session, July 27, 
1971. 1971. v+44 
L.C. card 1481401 


CONSUMER AND MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


17635 Institutional meat purchase specifications for fresh pork, series 400. Nov. 
197L vi+5 p. il. 4° (Livestock Division.) * Paper, 15c. (S/N 0116- 
0078). .@ Item 24-N A 88.17/4: P 82/971 


#For Sale National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Pb Page 25 








GOVERNMENT PUBLICATIONS 


17636 United States standards for grades of frozen cranberries, effective Sept. 22, 
1971, 1st issue. [1971.] [2]+5 p. 4° [Published in Federal register of 
Sept. 22, 1971.] + Chief, Processed Products Standardization and In- 
spection Branch, Fruit and Vegetable Division, C&MS, U.S. Department 
of Agriculture, Washington, DC 20250 A 88.6/4: C 85 


COPYRIGHT OFFICE, Library of Congress 
Washington, DC 20540 


17687 [This entry number not used.] 


17638 Catalog of copyright entries, 3d series, v.22. * Paper, $50.00 a yr. (includ- 
ing semiannual issues for pts. 1-13); $12.50 additional for foreign 
mailing. 

L.C. card 6-35347 
pt. 1. Books and pamphlets, including serials and contributions to periodicals, 
no. 2, July—Dec. 1968. @ Item 791 LC 3.6/5 : v.22/pt.1/no.2/sece.1,2 
sec. 1. Current and renewal registrations. ix-+1611—2848-+-[1] p. 4° 
sec. 2. Title index. [1] +2849-3100 p. 4° 
Note.—Part 1 also sold separately on subscription. * Paper, $15.00 a yr. ; $3.75 
additional for foreign mailing ; single copy, $7.50. 


Catalog of copyright entries, 3d series, v.24. * Paper, $50.00 a yr. (includ- 
ing semiannual issues for pts. 1-13 ; $12.50 additional for foreign mailing. 
L.C. card 6-35347 
17639 # pts.3-4. Dramas and works prepared for oral delivery, no. 2, July—Dec. 1970. 
1971, viii+111-212+ [1] p. 4° @ Item i 
LC 3.6/5 : v.24/pt.3—4/no.2 


orn.—-Parts 3-4 also sold separately on 1 _ioooaee * Paper, $5.00; $1.25 
additional for foreign mailing ; single copy, $2.5 


17640 ~—s pt. 11 B.. ss — and labels, big My 1970. 1971. viii+57-98 p. 4° 
@ Ite LC 3.6/5: v.24/pt.11 B/no.2 


oTE.—Part my also sold separately on er > ae * Paper, $5.00 a yr.; 
$1. pia additional for foreign mailing ; single copy, $2.50. 

17641 73d annual report of Register of Copyrights for fiscal year 1970. 1971. [4] 
+28 p. il. 4° [Reprinted from Annual report of Librarian of Congress. 
[Includes list of Copyright Office publications.] f 
L.C. card 10-35017 LC 3.1: 970 


COUNCIL ON ENVIRONMENTAL QUALITY, Executive Office 
of the President, 722 Jackson Pl. NW. 
Washington, DC 20036 


1764” “ National oil and hazardous substances pollution contingency plan. Aug. 
1971. [89] p. il. 4° [Supersedes National oil and hazardous materials 
pollution contingency plan, June 1970. Prepared at direction of 91st 
Congress and PL 91-224, provides mechanism for coordinating response 
to spill of oil or hazardous polluting substance. Issued with perfora- 
tions.] @ Item 856-E (Special offer) 

L.C, card 72-614874 PrEx 14.2: O01 5/971 


DEFENSE COMMUNICATIONS AGENCY, Defense Dept. 
Arlington, VA 22204 


17642 National Military Command System information processing system 360 
formatted file system (NIPS 360 FFS) : User’s manual. (National Mili- 
tary Command System Support Center, [Computer system manual] 
CSM UM 15B-68.) [Issued with perforations. ] 


v. 1. Introduction to file concepts. July 1, 1971. cover title, vi+98 p. il. 4° 
* Paper, $1.25 (S/N 0805-0013). ¥ Item 315—D-1 D 5.109: tis 2/v.1 


DEFENSE DEPARTMENT 
Washington, DC 20301 


Cataloging manual M (series). (Defense Supply Agency, Defense Logis- 
tics Services Center, Battle Creek, Mich.) [Issued in looseleaf form.] 
@ Item 314-A 
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17644 


17645 


17646 


17647 


17648 


17649 


17650 


17651 


17652 


17653 


17654 


17655 
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1-4. Federal manual for supply catalo hap. 4 [Operating proced , Jul 
1967], Change 6. Sept. 4, 1 971 etek ude preratts Ay me oP 
b 7.6/3: 1-4/ 5/s so 6 
1-6. Federal se - for iy cataloging: chap. 6 jibereting tos forms). Jul 
Change 5. Sept. 1. [41] p. iL 4° ({Army me tD : 708-1 Pat if 
* Paper, 45c. 2 big tt 1-6/4/ch.5 
Court-martial reports, holdings and decisions of Review and United States 
Court of Military Appeals, v. 42. 1970. lii+1070 p. (Judge Advocates 
General of Armed Forces and United States Court of Military Appeals.) 
7 Cloth, $7.50, Lawyers Co-operative Publishing Co., Rochester, NY 
D 1.29: 42 


Defense disposal manual, Change 25. Oct. 4, 1971. [58] p. 4° (DoD 
4160.21-M ; DSAH-SM; Defense Supply Agency.) [Issued in looseleaf 
form.] * Paper, 60c. @ Item 314-A D 7.6/8 : 4160.21—M/ch.25 


Defense Supply Agency handbook DSAH. 

4215.51. Industrial plant sae handbook: FSC 3415, Grinding machines. 
Sept. 1971. ifi+11 4° (SB 708-3415-1; [Navy Dept.] NAVSUP 
pub 5554; [Air Fetes Dept.] AFM 78-56; [Marine Corps.] MCO 
P4870. 8) [Supersedes all FSC 3415 items previously published in 
Production equipment directory D1, 1960 revision and supplement 
DSAH 4215.3/SB 708-3400-1/NAVSANDA pub 5501/MCO P 4870.7/ 
AFM 78-42, Feb. 17, 1966. Issued in looseleaf form.] * Paper, $1.25. 
@ Item 314-A D 7.6/7 : 4215.51 

Defense Supply Agency manual DSAM (series). 
5105.1. Supply management reference book. [3d revision. ] Ane. 1971. [515] p 
4° ([Army Dept.] DAPAM 700-1; [Navy Dept aa? hada? 2 - Bal 
[Air Force Dept.] AFPAM 67-2.) [Supersedes 1, Jan. 
1965. Issued in looseleaf form.] * Paper, $4.25 i 6807 1555). 
@ Item 314-A 
L.C. card 6989-60001 D 7.6/8 : 5105.1 
Department of Defense annual report for fiscal year 1968, including reports 
of Secretary of Defense, Secretary of Army, Secretary of Navy, Secre- 
tary of Air Force. 1971. vi+550 p. il. * Paper, $2.50. @ Item 310 
D 1.1: 968 


Federal item identification guide: Business machines, May 28, 1971, 
Change 1. Oct. 15, 1971. [19] p. 4° (INTERIM FIIG T084; Defense 
Supply Agency, Defense Logistics Services Center, Battle Creek, Mich.) 
[Issued with perforations.] * Paper, 20c. @ Item 314-A 

D 7.6/4: B 96/2/ch.1 


—— Chests, cases, packages, special containers, shipping and storage con- 
tainers, Apr. 16, 1971, Change 1. Oct. 26, 1971. [42] p. (FIIG T8358; 
Defense Supply Agency, Defense Logistics Services Center, Battle Creek, 
Mich.) [Issued with perforations.] * Paper, 45c. @ Item 314-A 

D 7.6/4: C 42/2/ch.1 


—— Contact sets, Sept. 26, 1969, Change 1. Oct. 14, 1971. [12] p.4° (FIIG 
T011; Defense Supply Agency, Defense Logistics Services Center, Battle 
Creek, Mich.) [Issued with perforations.] * Paper, 15c. @ Item 314-A 

D 7.6/4: C 76/4/ch.1 


—— Electrical rotating machinery, Apr. 9, 1971, Change 1. Oct. 20, 1971. 
cover title, [31] p. 4° (INTERIM FIIG T322; Defense Supply Agency, 
Defense Logistics Services Center, Battle Creek, Mich.) [Issued with 
perforations.] * Paper, 45c. @ Item 314-A D 7.6/4: Bl 2/11/eh.1 


—— Fuses, electrical, June 7, 1969, Change 2. Oct. 26, 1971. cover title, 
24 p. il. 4° (FIIG A017; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, 20c. @ Item 314-A D 7.6/4: F 98/3/ch.2 


—— Hardware, builders and cabinet, June 18, 1971, Change 1. Oct. 22, 1971. 
[53] p. 4° (FIIG 373; Defense Supply Agency, Defense Logistics Serv- 
ices Center, Battle Creek, Mich.) [Issued with perforations.] * Paper, 
55c. @ Item 314-A D 7.6/4: H 22/7/ch.1 
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17656 —— Inspection gages and precision laycut tools, Apr. 2, 1971, Change 1. 
Oct. 22, 1971. [23] p. 4° (FIIG T3083; Defense Supply Agency, Defense 
Logistics Services Center, Battle Creek, Mich.) [Issued with perfora- 
tions.] * Paper, 20c. @ Item 314-A D 7.6/4: In 7/5/ch.1 


17657 —__ Knobs, dials, and pointers, June 7, 1967, Change 3. Oct. 21, 1971. cover 
title, [43] p. 4° (FIIG A041; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, 45c. @ Item 314-A D 7.6/4: K 75/ch.3 


17658 —__ Metal bars, rods, wires, sheets, plates, and shapes, June 11, 1971, 
Change 1. Oct. 27, 1971. [26] p. il. 4° (FIIG A131; Defense Supply 
Agency, Defense Logistics Services Center, Battle Creek, Mich.) [Issued 
with perforations.] * Paper, 25c. @ Item 314-A D7.6/4:M56/3/ch.1 


17659 —_— Musical instruments, phonographs and home radios, Feb. 5, 1971, 
Change 1. Oct. 15, 1971. [31] p.4° (FIIG T112; Defense Supply Agency, 
Defense Logistics Services Center, Battle Creek, Mich.) [Issued with 
perforations.] * Paper, 30c. @ Item 314—-A D 7.6/4: M 97/ch.1 


17660 —— Nuts, Aug. 30, 1968, Change 3, Oct. 12, 1971. [8] p. il. 4° (FIIG A021; 
Defense Supply Agency, Defense Logistics Services Center, Battle Creek, 

Mich.) [Issued with perforations.] * Paper, 10c. @ Item 314—-A 
D 7.6/4: N 95/ch.3 


17661 —__ Simulators, Nov. 14, 1969, Change 1. Oct. 8, 1971. [28] p. 4° 
(INTERIM FIIG T222; Defense Supply Agency, Defense Supply Agency, 
Defense Logistics Services Center, Battle Creek, Mich.) [Issued with 
perforations.] * Paper, 25c. @ Item 314—-A D 7.6/4: Si 5/eh.1 


17662 —_—. Subassemblies. Dec. 12, 1969. Change 2. Oct. 15, 1971. [388] p. 4° 
(FIIG T012; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 40c. @ Item 
314-A D 7.6/4: Su 1/ch.2 


17663 Federal supply catalog: Consolidated master cross reference list, Jan. 1. 
1971, C-RL-1-CB3, Change bulletin 3; [published by Defense Logistics 
Services Center]. Oct. 1, 1971. 5v., cover titles, [x]+2150 p. 4° [Issued 
with perforations.] * Paper, $175.00 a yr. (including basic list and 
supplementary material for an indefinite period) ; $26.00 additional for 


foreign mailing. @ Item 314-L D 7.20 : 971/eh.3/v.1-5 
Military standard MIL-STD (series). [Issued with perforations.] tf 

@ Item 314-J D 7.10: (nos. ) 

17664 188-101. Military communication system, technical standards, common long 


haul (DCS) /tactical reference circuit standard [with list of 
ae documents]. June 11, 1971. x+100 p. il. 4° (FSC 


.) 
17665 199A. Resistors, selection and use of, notice 7. Sept. 10, 1971. 4+ [10] 
p. il, 4° (FSC 5905.) 
17666 772C (Ships). Damage control books for warships and miscellaneous large ships. 
preparation of. July 23, 1971. viii+47 p..4° (FSC TMSS.> 
Leaperenes MIL-STD-772B (Ships), Nov. 30, 1966.] 
17667 876A(USAF). Digital computation systems for real-time training simulators. 
July 8, 1971. v+20 p. 4° (FSC 6930.) [Supersedes MIL-STD 
876(USAF), Feb. 21, 1967.1 


17668 937. Attachments and accessories for mechanical presses, power driven. 
Sept. 22, 1971. iv-+4 p. (FSC 3443.) 
17669 1359(AS). Cleaning methods and procedures for breathing oxygen equipment. 


Aug. 27, 1971. v+25 p. il. 4° (FSC—1660.) 


DOMESTIC COMMERCE BITREAU. Commerce Dept. 
Washington, DC 20230 


17670 Growth in shipments by classes of manufactured products, 1958-69. [Sept. 
1971.] vii+67 p. 4° (Office of Business Research and Analysis.) 
* Paper, 70c. @ Item 215 
L.C. card 76-614824 C 41.2: Sh 6/958-69 


17671 Remarks by James M. Owens, Director, Metals and Minerals Division, 
Bureau of Domestic Commerce, Department of Commerce, prepared for 
delivery at annual meeting of National Castings Council, Milwaukee, 
Wis., May 4, 1971. 1971.6 p. 4° f C 41.15: Ow 2/12 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
Page 28 tOfficial Use. Not Available 
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17672 Salad dressing, mayonnaise & related products, 1970; [prepared by Bdward 
Leslie Herbert]. Oct. 1971. iv+-12 p. i. 4° * Paper, 25c. Osa ae 


ECONOMIC DEVELOPMENT ADMINISTRATION, Commerce Dept. 
Washington, DC 20230 


17673 Manual on organizing a minority trade association; [by Leonard M. 
Black]. Oct. 1970. (ra) p. 4° ([Technical Assistance Project.]) [Pre- 
pared by Institute for Minority Business Education, Small Business 
Guidance and Development Center, School of Business and Public 
Administration, Howard University, Washington, D.C.] + @ Item 
180-D © 46.2: M 66/4 


ECONOMIC RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


DRS-foreign (series). 


17674 820. ultural economy and trade of Romania [with list of literature etted H 
H. Christine (Nov. 1971.] (2]+11+88 p. iL 4° ¢ © Item 

L.C. card 76-614970 A 98.21/2 : 820 

HRS (series). f A 98.21: (nos) 


17675 478. Production costs, resource returns, and other economic characteristics, com 
mercial cotton farms, southern high plains, Texas, 1966-69 bee ith list of 
literature it: by J. Albert Evans and W. Huges]. [July ist} 


vi-+-24 
17676 483. Outdhor’ Pecreation in northcentral New Mexico, 1967; [b 
MeArthur, William R. Summitt, and Robert 0. toppedge]. LS. Yori 


Foreign agricultural economic report. 
17677 738. Sources of change in Mexican cultural production, 1940-65 [with bib- 
[ilso oan of j of Reed Hertford. “Ans, 1971. . cover title, vili+106 p. il. 4° 


ord’ 79-814808 A 98.27 : 78 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20202 


17678 Adult basic education program statistics, student and staff data, July 1, 
1969-June 30, 1970, and summary of years 1966-70; by Nicholas A. Osso. 
[1971.] vii+52 p. 4° (DHBEW publication (OE) 72-22.) [Text on p. 3 
of cover. At head of title on cover: Adult education.] * Paper, 60c. 
@ Item 460-A-138 HB 5.213 : 13037-70 


17679 Compilation of legislation on title 1, financial assistance to local educa- 
tional agencies for education of children of low-income families reflect- 
ing 1966, 1967, and 1970 amendments, Elementary and secondary educa- 
tion act of 1965; [prepared by Policy and Procedures Staff, Division of 
Compensatory Education, BESE]. July 1971. cover title, ii+33 p. 
({DHEW publication (OB) 72-40.]) * Paper, 25c. @ Item 460—-A-37 

HE 5.237 : 37074 


17680 Computer harvests migrant records. [1971.] [4] p. il. f° (DHEW publi- 
cation (OE) 72-49.) [Reprinted from American education, Nov. 1971.] 
* Paper, 10c. @ Item 460-A-37 HB 5.237 : 37075 


17681 Harned degrees conferred, 1969-70: [B], Institutional data ; by Mary Evans 
Hooper. [1971.] xi+669 p. 4° (OB 72-2; National Center for Educa- 
tional Statistics.) [At head of title on cover: Higher education.] 
* Paper, $5.00 (S/N 1780-0827). @ Item 560-A-54 

HE 5.254 : 54013-70-B 


17682 Hducation of the gifted and talented: v. 1, report to Congress of United 
States by S. P. Marland, jr. pursuant to Public law 91-230, sec. 806. 
Aug. 1971. cover title, [183] p. 4° + @ Item 461 (Rev. 1965) 
L.C. card 77-614827 HE 5.2: G 36/2/v.1 


@For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 29 





17683 


17684 


17685 


17686 


17687 


17688 


17689 


17690 


17691 


17692 


17693 


17694 


17695 


GOvERNMZINT PUBLICATIONS 


Education’s rigged lottery [address] by S. P. Marland, jr., U.S. Commis- . 


sioner of Education, before National Association of State Boards of 

Education, Atlanta, Ga., Oct. 12, 1971. [1971.] 17 leaves 4° 7 

HE 5.8: M 34/15 

Finances of large-city school systems, comparative analysis; by Lynn H. 
Fox and Gordon E. Hurd: [1971.] vi+-85 p. 4° (DHEW publication no. 
(OE) 72-29; National Center for Educational Statistics.) [At head of 
title on cover: Elementary and secondary education.] * Paper, $1.00. 
@ Item 460—-A-22 HE 5.222 : 22028 


Lessons from schools of other nations; [by Don Sweeney]. [1971.] [8] 
p. il. 4° (DHEW publication (OE) 72-47.) [Reprinted from American 
education, Oct. 1971.] *Paper, 20c. (S/N 1780-0868). @ Item 
460—A-14 HE 5.214: 14164 


Library statistics of colleges and universities, analytic report, fall 1969; 
by Bronson Price and Doris C. Holladay. [1971.] x+81 p.il.4° (DHEW 
publication 72-24; National Center for Educational Statistics.) [In- 
cludes list of related NCES publications on p. 3 of cover.] * Paper, 
$1.00. @ Item 460—-A-15 HE 5.215 : 15031-69 


PREP [Putting research into educational practice] reports. * Paper, 
$6.00; $1.50 additional for foreign mailing, single copies, 55c. @ Item 
461-C HE 5.89 : (nos. ) 
26. Black studies in community colleges [with list of references and selected 
bibliography ; by] John Lombardi and Edgar A. Quimby. [1971.} [3]+31 
p. 4° (ED. EW publication (OE) 72-16]; National Center for Educa- 
tional Communication.) [Text on p. 2 of cover. Issued with perforations. ] 

27. Year-round schools, 45-15 plan. [1971.] [2]+24 p. il. 4° (DHEW publica- 
tion (OE) 72—9 ; National Center for Educational Communication.) 

Questions and answers, programs for educationally deprived children under 
ESEA title 1. [1971.] v-+14 p. narrow 8° ([OE-37071.]) + @ Item 
460-—A-37 HE 5.237 : 37071 


Ship, captain, and crew in education, reflections on psychedelic experience, 
by S. P. Marland, jr., Commissioner of Education, before Presidents to 
Presidents Conference, Association of Student Gcrernments, Washing- 
ton, D.C., Oct. 2, 1971. [1971.] 13 leaves, 4° + HE 5.8: M 34/13 


State-education agency, handbook of standard terminology and guide for 
recording and reporting information about State education agencies; 
compiled and edited by Yeuell Y. Harris and Ivan N. Seibert. [1971.] 
xiv+168 p .il. 4° (OE~—23054; National Center for Educational Statis- 
tics.) * Paper, $1.75 (S/N 1780-0822). @ Item 460—A-23 

HE 5.223 : 23054 


Statistics of local public school systems, 1968-69 finances ; by Gerald Kahn. 
[June 1971.] v+221 p. ({DHEW publication OB72-12; National Center 
for Educational Statistics.]) [At head of title: Elementary and sec- 
ondary education.] * Paper, $1.75 (S/N 1780-0834). @ Item 460—A-22 

HE 5.222 : 22027-69 

Statistics of public and nonpublic elementary and secondary day schools, 
1968-69 ; by Diana B. Gertler and Linda A. Barker. [1971.] viii+62 p. 
il. 4" (DHEW publication (OE) 72-75. [National Center for Educa- 
tional Statistics.]) [Includes list related NCES publication on p. 3 of 
cover. At head of title on cover: Elementary and secondary education. 
Errata, p. 37-40, issued also.] * Paper, 65c. @ Item 460—-A-20 

HP 5.220 : 20191 

Strengthening alliance, [address] by S. P. Marland, jr., U.S. Commissioner 
of Education, before 54th annual meeting of American Council on Edu- 
cation, Washington, D.C. Oct. 7, 1971. [1971.] 16 leaves, 4° + 

HE 5.8: M 34/14 

Students enrolled for advanced degrees, fall 1970, institutional data; by 
Mary Evans Hooper. [1971.] xi+293 p. 4° (DHEW publication (OF) 
72-31; National Center for Educational Statistics.) [At head of title 
on cover: Higher education. Related NCHS publications on p. 3 of cover.] 
* Paper, $2.25. @ Item 460-A-54 HE 2.254 : 54019-70 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
Page 30 Official Use. Not Available 
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17696 U.S. Office of Education copyright program information. [Apr. 1971; re- 
vised July 1971.] [1971.] [2]+11+4+[1] p. (National Cénter for Edu- 
cational Communication.) ({DHEW publication (OE) 72-7.]) * Paper, 
10c. (S/N 1780-0830). @ Item 460—A-11 HE 5.211 : 11081-A 


EMPLOYEES’ COMPENSATION APPEALS BOARD, Labor Dept. 
Washington, DC 20210 


17697 Decisions of Employees’ Compensation Appeals Board, index digest, v. 
19-21, supp. 3. [1971.] x+245 p. (Office of the Solicitor [of Labor, Di- 

vision of General Legal Services].) | * Paper, $1.25. @ Item 749-B 
L 28.9 : 19-21/ind. 


ENGINEERS CORPS (Army), Defense Dept. 


Nots.—Orders or requests for publications of the aageere Corps, other than 
those sold by the Supt. of Documents or by Division and District eolners in other 
cities, should be addressed to the Department of the Army, Office of Chief of 
Engineers, Publications Depot, 4300 Wheeler Ave., Alexandria, VA 22304. 


Cold Regions Research and Engineering Laboratory, Hanover, N.H.: 
[Technical] report. 
17698 12, v. 25. Bibliography on cold regions science and technology, pt. 1. July 1971. 
[3] +3061 p.4° [Items 25-1 to 25-4885.] ¢ 
1038.33 : 12/v.25/pt.1 


D 
17699 12, v. 25. ee iy hy on cold regions science and tochnplesy, pt. 2, index. Jul 
1971. [3]+215 p. 4° ¢ D 103.33 : 12/v.25/pt. 


Engineers manual EM (series). 

17700 1110—-2-2000. Engineering and design: Standard practice for concrete [with 
lists of references]. Nov. 1, 1971. cover title, [112 p ar A 

{Issued with perforations. Supersedes = 1110-2-2 
1965.] t @ Item 3838-A 103.6/3: 1110-2-2000/8 
17701 Flood plain information: Leon Creek, San eile Tex. Apr. 1971. cover 
title, [8]+ii+37 p. il. 33 pl. 4° [Prepared for city of San Antonio and 
San Antonio River Authority by Corps of Engineers, U.S. Army, Fort 
Worth, Tex., District.] ¢ D 103.47 : Sa 5a/2 


17702 —__ Palo Duro Creek, Terra Blanca Creek, Canyon, Tex. Feb. 1971. cover 
title, a-c+ii+32+ [3] p. il. 20 pl. 4° [Prepared for City of Canyon 
by Corps of Engineers, U.S. Army, Tulsa District:] +t D103.47:C16/3 


Waterways Experiment Station. 


Notgr.—Unless otherwise indicated, publications = Waterways Hxperiment Sta- 
tion may be ordered from Corps of Engineers, U.S. Army, Waterways Experiment 
Station, Vicksburg, Miss. (price upon application). 


Waterways Experiment Station: Technical report. 
D moe : (letters—nos. ) 


17703 C-71-2. Effects of water on epoxy-resin systems; by Husbands, C. F. 
Derrington, L. Pepper. Sept. 1971. cover titles 173] p. il. 4° [Spon- 
sored by Office, Chief of Engineers, U.S. Army.] 

17704 H-71—6. Howell-Bunger valve vibration Summersville Dam prototype tests [with 
list of literature cited] ; by F. M. Neilson. Sept. 1971. cover title, [100] 
p. il.4° [Sponsored by Army Engineer District, Huntington. ] 

17705 N-69-8. Army aircraft protective structures designs: repcrt 3, Response of se- 
lected me to Atay baie fragment impact ; by J. W. Brown, 
[and] W. G. Dykes. Arm RC, Vicksburg, Miss., Aug. 1971. 38 p. il. 
4° [Spons ored by Office, Chief of Engineers, U8. Army. Project 
4A662708A859. ] 


ENVIRONMENTAL DATA SERVICE, Commerce Dept. 
Washington, DC 20235 


Key to meteorological records documentation. 
17706 5.823. Catalog of pmoteccetodiont sabellite data—ESSA 9 fey en Gat Photog- 


raphy July 1—Sept. a [ 24+ [181] * Paper, 
$2.25 (S/N 19516-0008) eI sot C05.219. 523 


#For Sale by National wes 9 Information Service, 
Springfield, VA 2215 
@Sent to pository Libraries Page 31 
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17707 


17708 


17709 


17710 


17711 


17712 


17713 


17714 


17715 


17716 


17717 


17718 


GovERNMENT PUBLICATIONS 


NODC, National Oceanographic Data Center. [1971.] [8] p .il. narrow 8° 


({NOAA/PA 71052.]) + @ Item 273—-D-1 C.55.202: N 21 


World Data Center A: Upper atmosphere geophysics, report UAG (series). 


* Paper, $9.00 a yr.; $2.50 additional for foreign mailing; single copies 

vary in price. C 55.220: (nos. ) 

16. Temporal development of oo = distribution of auroral absorption for 
80 substorm events in each 1964-65) and IASY (1969 ; by F. T. 
Secteier {and others]. Sept. 1971. [1]+1i+132 p. il. 4° aper, 70c. 

17. Ionospheric drift velocity measurements at Jicamarca, Peru “Csuly 1967—Mar. 
1970) [with list of references] ; by Ben B. Balsley and Ronald F. Woodman. 
Oct. 1971. [1] +44 p. il. 4° * Paper, 35e. 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


Considerations in upgrading existing treatment plants [with list of refer- 


ences]. [1971.] [153] p. il. 4° [Prepared for Technology Transfer Design 
Seminar, Kansas City, Mo., Sept. 8 and 9, 1971.] + EP 1.2: P 69/2 


Initiating national effort to improve solid waste management, comprehen- 


sive chronicle (SW-14) of activities and accomplishments in solid waste 
management within Department of Health, Education, and Welfare 
under authority of Solid waste disposal act of 1965. 1971. vii+107 p. il. 
4° +Environment Protection Agency, 5555 Ridge Ave., Cincinnati, OH 
45213 @ Item 487—A-1 

L.C. card 70-614825 EP 3.2: N 21/2 


Lake Erie, Ohio, Pennsylvania, New York intake water quality summary, 


1970. Aug. 1971. cover title, [1]+310+ [1] p. il. 4° (Region 4.) [Ohio 
Department of Health, New York State Department of Environmental 
Conservation, and Pennsylvania Department of Environmental Re- 


sources.] f 
L.C. card 73—614834 EP 1.2: Er 4/970 


What you can do about water pollution. [1971.] [8] p. il. narrow 8° 7 


@ Item 431-I-1 EP 1.2: W 29/3 


EQUAL EMPLOYMENT OPPORTUNITY COMMISSION 
Washington, DC 20506 


Equal employment opportunity report, 1969: Job patterns of minorities 


and women in private industry, 1969. [1971.] * Paper, $11.00 per set 
(2 vols.) (S/N 5215-0018). @ Item 1059—-A-1 


v.1. Nation, States, industries. a S p. 4° 
v. 2. Metropolitan areas. iii+91 Y 3.Eq 2 : 12/969/v.1,2 


Facts about equal job 5 ainulie and EEOC. [1971.] [8] p.il. + @ Item 


1059-A-1 Y 3.Eq 2:2 J 57/4 


What you should know about equal job opportunity and how to file a com- 


plaint against unlawful discrimination. [1971.] 8 p. narrow 8° 7 
@ Item 1059-A-1 Y 3.Eq 2:2 J 57/971 


EXPORT-IMPORT BAN . JF UNITED STATES 
Washington, DC 20571 


Norn.—The name of the Export-Import Bank of Washington was changed to 
Export-Import Bank of United States by Public law 90-267, Mar. 13, 1968. 


Eximbank history and operations and description of Eximbank export 


financing programs and services and other U.S. export financing pro- 
grams.. [5th edition.] [Oct. 1971.] v+58+ [2] p. narrow 8° {+ @ Item 
1060 Y 3.Ex 7/3: 2 H 62/971-2 


FARM CREDIT ADMINISTRATION 
Washington, DC 20578 


Production credit associations, summary of operations, 1970. [1971.] cover 


title, [16] p. oblong 8° [Text on p. 3 of cover.] f FCA 1.22: 970 


*For Sale by Superintendent of Documents 
tDistribution Made by Issuing 
Page 32 Official Use. Not Available 
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FARMER COOPERATIVE SERVICE, Agriculture Dept. 
Washington, DC 20250 


FCS information (series). + A 89.15 : (nos. ) 


17719 76. Your rural credit union; [by Earl B. Miller]. [June 1971.] 9 p. il. 
17720 77. Recruiting, training, and Covelemag workers for farmer cooperatives eer 
selected bibliography ; by Irwin W. Rust]. [Oct. 1971.] cover title, [1] + 
il. 4° [List of other publications available on p. 4 of cover.] @ them 


5-B 
17721 78. Cregeen approach to crafts; a. ee R. Seymour]. [Aug. 1971.] 
[2]+26 p. il. oblong12° @ Item6 


FEDERAL AVIATION ADMINISTRATION, Transportation Dept. 
Washington, DC 20553 


17722 Acceptable methods, techniques, and practices: Aircraft alterations, 
Change 11. Aug. 11, 1971. [4] p. il. 4° (Advisory circular 43.13-2.) 
[Issued in looseleaf form.] * Paper, $2.00 (including basic manual and 
supplementary material for an indefinite period) ; 50c. additional for 
foreign mailing. @ Item 431-F-6 TD 4.28 : 969/ch.11 


17723 Airman’s information manual: pt. 2, airport directory, autumn-winter 1971. 
[1971.] cover title, [7]+v+247 p. 4° (AIP, AGA 38.) [Semiannual. 
Issued with perforations.] * Paper, $4.00 a yr., $1.00 additional for 
foreign mailing. @ Item 431-C-—5 TD 4.12: pt.2/971-2 


17724 Airport paving. Reprinted [Sept. 15, 1971]. [124] p. iL 4° ([Advisory cir- 
cular] AC 150/5320-6A.) [Incorporates changes 1-3. Cancels AC 150/ 

5320-6, June 10, 1964. Issued with perforations.] + @ Item 431-C-4 

TD 4.8: P 28/971 


17725 FAA air trafiic activity, fiscal year 1971; [prepared by George E. Thompson 
and Theodore L. Dalbow.] Aug. 1971. x+270 p. il. 4° (Information 
Service Branch, Information and Statistics Division, Office of Manage- 
ment Systems.) * Paper, $2.00 (S/N 50007-0169). @ Item sau 
4.19: 971 


17726 United States standard flight inspection manual, Change 20. [July 27. 1971]. 
[13] p. il. 4° (Handbook OA P 8200.1; Army [Dept.] TM 11-—2557-25; 

Navy [Dept.] NAVWEPS 16-1-520; [Air Force Dept.] AFM 55-8.) 
[Cancellation date after changes made. Issued with perforations.] t 

TD 4.8: F 64/963/rep.2/ch.20 


FEDERAL BUREAU OF INVESTIGATION, Justice Dept. 
Washington, DC 20530 


17727 1971 fiscal year annual report of John Edgar Hoover, Director, Oct. 26, 1971. 
cover title, [1]+46 p. il.4° + @ Item 721-A J 1.14/1: 971 


17728 Uniform crime reports for United States, 1970. [1971.] vii+208 p. il. 4° 
[Printed annually. Advisory: Committee on Uniform Crime Records, 
International Association of Chiefs of Police. Title on cover is: Crime in 
United States, uniform crime reports, 1970.] * Paper, $1.75 (S/N 2701- 
0008). @ Item 722 J 1.14/7: 970 


FEDERAL COMMUNICATIONS COMMISSION 
Washington, DC 20554 


17729 Address by Dean Burch, Chairman, Federal Communications Commission, 
before International Radio and Television Society, New York, N.Y., 

Sept. 14, 1971. [1971.] [1]+8 p. 4° + CC 1.15: B 89/9 

17730 Directory of field contacts for coordination of use of radio frequencies. 

July 1, 1971. [191] p. 4° [Issued jointly with Office of Telecommunica- 

tion Policy, Executive Office of the President.] + C0 1.2: R11/14 

17781 Statistics of telephone carriers reporting annually to Commission as at 

Dec. 31, 1970 and for year then ended. [1971.] 4+ [1] leaves, narrow f° + 
CO 1.14/2: 970 


4For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 33 
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FEDERAL COUNCIL FOR SCIENCE AND TECHNOLOGY 
Washington, DC 20506 


17732 Progress in scientific and technical communications, 1970 annual report. 
[1971.] viii+[1]+146 p.4° (COSATI 71-1; Committee on Scientific and 
Technical Information.) f Y 3.F 31/16: 2 C 73/3/970 


FEDERAL DEPOSIT INSURANCE CORPORATION 
Washington, DC 20429 


17783 Bank operating statistics, 1970 [1971.] [582] p.4° + Y3.F 31/8: 19/970 


17784 Report of income, assets and liabilities, commercial and mutual savings 
banks, Dec. 31, 1970. [1971.] cover title, 126 p. il. 4° [Joint report of 
Federal Deposit Insurance Corporation, Board of Governors of Federal 
Reserve System, Office of Comptroller of Currency.] f 

Y 3.F 31/8 : 9-2/970-2 


FEDERAL HIGHWAY ADMINISTRATION, Transportation Dept. 
Washington, DC 20591 


17785 Federal Highway Administration overseas. [Aug. 1971.] cover title, 16 p. il. 
4° [Text on p. 2 of cover.] { @ Item 982—-G—5 (Special offer) 
TD 2.2: Ov 2 


17736 Joint development opportunities outside highway right-of-way. Aug. 1971. 
22 p.il. * Paper, 20c. (S/N 5001-0023). @ Item 982-G-5 TD2.2:D49 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


17737 FHLBB decentralization program, delegation without abdication, [ad- 
dress] by Preston Martin, Chairman, Federal Home Loan Bank Board, 
National League of Insured Savings Associations, 28th annual meeting, 
Montreal, Canada, Oct. 19, 1971. [1971.] [1]+11p.4° + 

FHL 1.23: M 36/13 


17788 1971, multi-record year for savings and loan industry, [address] by Preston 
Martin, Chairman, Federal Home Loan Bank Board, Atlanta Federal 
Savings and Loan Association, $500 million celebration, Atlanta, Ga., 
Oct. 18, 1971. [1971.] [1]+12 p. 4° + FHL 1.23: M 36/12 


17739 Role of savings and loan industry in financing multifamily housing, [ad- 
dress] by Carl O. Kamp, jr., Member, Federal Home Loan Bank Board 
[at] National League of Insured Savings Associations 28th annual meet- 
ing, Montreal, Canada. 1971. [1]+6 p. 4° + FHL 1.23: K 12/3 


FEDERAL LABOR RELATIONS COUNCIL 
Washington, DC 20415 


Norts.—The Federal Labor Relations Council was established by Executive Order 
11491, October 29, 1969. 

17740 Labor-management relations in Federal service, Executive order 11491, as 
amended by Executive order 11616 of Aug. 26, 1971, reports and recom- 
mendations. 1971. cover title, 47 p. 4° [Study Committee report and 
recommendations, Aug. 1969, included for further reference on provi- 
sions of HExecutive order 11491.] * Paper, 60c. (S/N 0600-0605). 
@ Item 1089 
L.C. card 79-614392 Y3.F 81/21:2L11 


FEDERAL rman 5 COMMISSION 
Washington, DC 20573 


17741 Approved conference, rate and interconference agreements of steamship 
lines in foreign commerce of United States. Reissue as of May 17, 1971. 
[1971.] [224] p. [Semiannual. Issued in looseleaf form.] * Paper, $4.50 
for 2 years; $1.25 additional for foreign mailing. @ Item oy om 
FMO 1,11: 


*For Sale by Superintendent of Documents 
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17752 


17753 


17754 


17755 
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SP (series). f FMC 1.9: 71—(nos. ) 
71-22. Remarks by Helen — fey Chairman, Federal Maritime Commis- 
sion before 75th anni —— of Board of Commissioners of 
Port of New Orleans, New. rleans, Sept. 22, 1971. 1971. 14 p. 4° 
71-23. Remarks by Helen Delich Bentley, Cheiriien, Federal Maritime Commis- 
sion before 2d annual conference of International ——s of Port 
Police, Montreal, Quebec, Canada, Oct. 1. 1971. 10 p. 4 
71-28. Remarks by Helen Delich ‘Bentley, Caniznen, Federal Maritime Commis- 
sion before 45th National Convention of Propeller Club of United States 
and American Merchant Marine Conference, Maritime and Marine 
Luncheon, Tulsa, Okla., Oct. 14, 1971. 12 p. 4° 
71-30. Remarks of Commissioner George H. Hearn, Federal Maritime Commission 
before Seattle Chamber of Commerce, Seattle, Wash., Oct. 19, 1971. 1971. 


7 p. 4° 
71-31. Speech by H. B. Mutter before metropolitan New York chapter of Inter- 
state Commerce Commission practitioners, Oct. 19, 1971. [1971.] 13 p. 4° 


FEDERAL POWER COMMISSION 
Washington, DC 20426 


[S] (series). 
212. — of firm electric power for resale, 1965-69, by private electric utilities. 
by Federal projects, by municipals ; ‘prepared by Office of 7N 1500-0000) and 

nance]. June 1971. ili+52 p. il. * Paper, 55c. (S/N Fier? 

@ Item 440 ots 
Major natural gas pipelines, as of June 30, 1971 [colored map]. Scale 1.8 
in.=300 mi. 1971. 13 x 19 in. (FPC M-98.) * Paper, 15c. (S/N 1500- 
0213). FP 1.13: G 21/2/971 


National electric rate book, rate schedules for electric service in communi- 
ties of 2,500 population or more, residential, commercial, and industrial 
services. [Issued with perforations. ] 

Nots.—The ccmplete rate book is made up of separate publications, each rep- 


resenting a State. They are sold on subscription basis by the hae me nace | bf 
Documents, $12.50 a year, $4.25 additional for foreign mailing; single copy, 25c. 
Michigan. Aug. 1971. ty Ae p. 4° [Supersedes issue of uly 3S itty * Paper, 
25c. Item 437—A-2 :M 58/971 
Vermont. ‘ane, M1971. (147 p. 4° [Supersedes issue of Sept. 19687) * Paper, 
25c. @ Item 437-A-43 FP 1.18: V 59/971 


FEDERAL REGISTER OFFICE, General Services Administration 
Washington, DC 20408 


Code of Federal regulations: Title 3, The President, 1966-70 compilation 
containing full text of Presidential documents published in Federal 
Register during period Jan. 1, 1966—Dec. 30, 1970, with ancillaries and 
index. [1971.] vi+1176 p. * Fabrikoid, $10.00 (S/N 2203-9130). @ Item 
572 GS 4.108/2 : 966-70 


FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 
Washington, DC 20551 


Commercial bank lending and monetary management, remarks by Andrew 
F. Brimmer, Member, Board of Governors of Federal Reserve System, 
before 57th annual fall conference of Robert Morris Associates, Los 
Angeles, Calif., Oct. 25, 1971. 1971. 23 p. 6 pl. 4° + FR 1.23: B 77/74 


Historical chart book, 1971. [1971.] [3]+123 p. il. oblong 8° [Contains 
long-range charts supplementing monthly Federal Reserve chart book 
on financial and business statistics.] + Paper, 60c. FR 1.30/2: 971 


Recent trends in black banking, statement of Andrew F. Brimmer, member, 
Board of Governors of Federal Reserve System at press conference on 
occasion of 1971 Convention of National Bankers Association, Washing- 
ton, D.C., Oct. 6, 1971. 1971. [24] p. 4° + FR 1.23: B 77/76 


Regional and multi-lateral dimensions of United States balance of pay- 
ments, remarks by Andrew F. Brimmer, Member, Board of Governors of 
Federal Reserve System, before luncheon, sponsored jointly by Boards 
of Directors of Federal Reserve Bank of St. Louis and Louisville Branch, 
Louisville, Ky., Oct. 14, 1971. 1971. [1]+24+-[6] p.4° + 


FR 1.23: B 77/75 
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GovERNMENT PUBLICATIONS 


Regulations. 
17756 Y. Bank holding companies, amendments to regulation Y, ene, 222.2—222.4. Sept. 
1971. 5 leaves 4° f RB 1.6: Y/968/amdt.—3 
17757 Rules of procedure, amendments, sec. diiti-siniblnindal effective Sept. 1, 
1971. Sept. 1971.1 p. f FR 1.8/2: Or 3/967/amdt. 
17758 Rules regarding delegation of authority, amendments. Sept. 1971. [2] p. 4° 
T FR 1.8/2: Au 8/970/amdt.-3 


FEDERAL SUPPLY SERVICE, General Services Administration 
Washington, DC 20405 


Federal test method standards. [Issued in looseleaf form.] 
17759 101B. Preservation, packaging, and packing materials, test procedures, Change 
notice 2. Oct. 8, 1971. [15] p.i.. 4° + @ Item 563 
GS 2.8/7 : 101B/ch.2 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


Consumer bulletins. @ Item 533-A FT 1.3/2: (nos.) 
17760 5. Freezer meat bargains. [1971.] [7] p. * Paper, 10c. (S/N 1800-0130). 
17761 8. Don’t be gyped. [1971.] [6] p. * Paper, 10c. (S/N 1800-0122). 
17762 Weonomic report, quality of data as factor in analyses of structure- 
performance relationships, staff report [with bibliography ; by James A. 
Dalton and David W. Penn]. June 1971. cover title, [5]+51 p. * Paper, 
55c. (S/N 1800-0127). @ Item 535 FT1.2:St8 


17763 “New FTC—its contribution to sales & marketing community, [address], 
by Basil J. Mezines, Executive Director, Federal Trade Commission, 
before Midwest Marketing Management Forum, Arlington Heights, II1., 
Oct. 13, 1971. [1971.] [1]+12p.4° + FT 1.14: M57 


FOOD AND DRUG ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


17764 Aids to compliance for the drug industry. [July 1971.] (15) p. ([( FDA) 
72-3012].) + @ Item 475 B 20.4002: Ai 2 


FOOD AND NUTRITION SERVICE, Agriculture Dept. 
Washington, DC 20250 1 


FNS-(series). + @ Item 74-A-2 A 98.9 : (nos. ) : 


17765 63. National school lunch program, background and development; [by Gordon W. 
Gunderson]. cover title, ii+ 30 p. 4° @ Item 74-A-2 
17766 64. Guide for planning food service . child care centers [with bibliography]. 


1971. 22 p. il. 4° 1 
17767 Food donation program. [Feb. 1970.] [2] p.il.4° + @ Item 74-A-1 
A98.2:D71 
17768 National School Lunch Program. [Sept. 1969.] [2] p.4° + @ Item 74-A-1 
A 98.2: Sch 6 . 
FOREIGN CLAIMS SETTLEMENT COMMISSION 1 
Washington, DC 20579 
17769 Annual report to Congress for period Jan. 1-Dec. 31, 1970. [1971.] v+108 p. 1 
+ @ Item 1063-C Y 3.F 76/3: 1/970 


FOREST SERVICE, Agriculture Dept. 
Washington, DC 20250 


17770 [Cooperative forest fire control, program financing], Federal allotments to 


States for forest fire cooperation, under sec. 2, Clarke-McNary law, act of 1’ 
June 7, 1924 (43 Stat. 653), cooperative financing allotments, f.y. 1972, 
preliminary allotments; prepared by Division of Cooperative Fire Con- 1’ 
trol. Oct. 1971.1 p. 4° (3130.) f A138.2: F 51/49/972/prelim. 
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17771 Diagraming surface characteristics of true fir logs, supplement to Log 
diagraming guide for Western softwoods; by W. Y. Pong [and] G. H. 
Jackson. 1971. cover title, 7 p. ii. 4° (Pacific Northwest Forest and 
Range Experiment Station, Portland, Ore.) f A 13.66/2: L 82/6 


17772 Following Lewis and Clark across Clearwater National Forest. [Missoula, 
June 1971.] ({Clearwater National Forest.]) cover title, 11 p. il. 4° + 


A 13.2: C 58/3 
Forest pest leaflets. + @ Item 82-A A 13.52 : (nos.) 
17773 8. Saratoga pains, (with list oe Se gh by}, Mprvey J. MacAloney and 


Louis F. Wilson. Revised Oct. 1 (1971.] 6 p. f 
17774 46. Gouty pitch midge [with list of Teferences| ; by @ B. Eaton and J. 8. Yuill. 
Revised Oct. 1971. [1971.] 8 p. i 
17775 Important forest insect outbreaks in Oregon and Washington in 1971; by 
Leon F. Pettinger. Portland, Oreg., Oct. 1971. 3 leaves, 2 tabs. 1 pl. 4° 


(5200; R-6.) + A 18.2: In 7/4/971 
17776 National forests in your life, 1970 yearbook, Intermountain Region. [1971.] 
[28] p. il. 4° [Some illustrations are colored.] + A 13.57 : 970 


17777 1970 wildfire statistics; prepared by Division of Cooperative Forest Fire 
Control, State and Private Forestry Cooperation. Aug. 1971. iv+-59 p. il. 
4 A 13.32/2 : 970 


Research note NE (series). (Northeastern Forest Experiment Station, 


Upper Darby, Pa.) 


17778 NE-—134. Maple sugaring with vacuum pumping during fall season [with list of 
literature cited] ; by H. Clay Smith and Albert G. ber’ jr.] 1971. 


cover title, 5 p. il. t 3.79 : NE-134 
Research note PNW-(series). (Pacific Northwest Forest and Range Ex- 
periment Station, Portland, Ore.) + A 13.79: PNW-(nos.) 


17779 PNW-155. Effect on ponderosa pine needle litter on grass seedling survival [with 
list of literature cited] ; by Burt R. McConnell and Justin G. Smith. 
July 1971. 6 p. il. 4° 7 

17780 PNW-158. Utilization estimates for western softwoods, trees, logs, pas pew 
by Donald R. Gedney and John W. Henley. July 1971. 8 p. 


Research note SE-(series). (Southeastern Forest Experiment Station, 
Asheville, N.C.) A 13.79 : SE—(nos.) 


17781 SE-159. Estimating recreational use of unique trout stream in coastal plains of 
South Carolina; [by eeeme ‘ . James, Nelson W. Taylor, and Melvin L. 
Hopkins]. May 19 71. 7 p. 

17782 SE-160. Heaee thrips damage to yn pine flowers reduces seed yields; [by 

y L. DeBarr and John A, Williams]. May 1971. [4] p. il. 4° 

17783 SE-162. Fertilizer tablets stimulate eucalyptus in Florida trial = list of 
literature cited ; by George Meskimen]. June 1971. 8 p. il. 

17784 SE-163. Development of pales weevil larvae on emulsified th hn diet; [by 
H. A. Thomas]. June 1971. [3] p. 4° 


Research paper NE-(series). (Northeastern Forest Experiment Station, 
Upper Darby, Pa.) 7+ A 13.78 : NE—(nos. ) 

17785 NE-190. Identification and evaluation of defects in eastern white pine logs and 
trees ; [by M. D. Ostrander]. 1971. cover title, [1] +27 p. il. [Abstract 
cards inserted. ] 

17786 NE-196. Second look at heavy half of gy market [with list of literature 
references]; by Wilbur F. LaPage, Dale P. Ragain. 1971. cover title, 
9 p. il. [Text on p. 2 of cover. Abstract cards inserted.] 

17787 NE-197. Relative importance of factors that determine log-hauling costs [with 
list of literature cited]; by A. Jeff Martin. 1971. cover title, 15 p. 
[Text on p. 2 of cover. Accompanied by abstract cards. ] 

17788 NE-198. Contgnretion. of Appalachian logging roads [with list of literature 
cited] ; John E. Baumgras. 1971. cover title, 16 p. il. [Abstract cards 
inserted. oY 

17789 NE-200. Hardwood? carpet? or tile? comparison of flooring costs under residen- 
tial conditions [with list of references]; by David G. Martens. 1971. 
cover title, [1]-+25 p. [Abstract cards inserted. ] 

17790 NE-203. Barly crop-tree release in even-aged stands of Appalachian hardwoods 
[with list of literature cited] ; by George R. Trimble, jr. 1971. cover 
title, 12-+-[1] p. il. [Abstract cards inserted. ] 

17791 NE-—204. Appraisal of oak wilt control oo in Pennsylvania and West Vir- 
‘Gain [with list of literature references]; by Thomas W. Jones. 1971. 
cover title, 15 p. il. [Abstract cards inserted.] 
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17795 


17796 


17797 


17798 
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GOvERNMENT PUBLICATIONS 


Research paper PNW-(series). (Pacific Northwest Forest and Range Ex- 
periment Station, Portland, Ore.) 7 A 13.78 : PNW-(nos.) 
PNW-115. Logging residues on Douglas-fir region clearcuts, weights and volumes 
[with list of literature cited]; by John D. Dell and Franklin R. 
Ward. 1971. cover title, 10+ [1] p. il. 4° 

PNW-116. Decay of Engelman spruce in Blue Mountains of Oregon and Wash- 
ington [with list of literature cited] ; by Paul E. Aho. 1971. cover 
title, 16+-[1] p. il. 4° [Table of conte nts on p. 2 of cover.] 

PNW-118. Timber value, matter of choice, study of how end use assumptions 
affect timber values ; [by] John H. Teaiee. 1971. cover title, 13+ [1] 
p. il. 4° [Text on p. 2 of cover. Page 13 printed on p. 3 of cover.] 

Research paper SE-(series). (Southeast Forest Experiment Station, 
Asheville, N.C.) 


SE-83. stem 0 TL as after harvest cutting in swamp tupelo ; by Dean S. DeBell. 

971. cover title, 6 p. il. 4° [Abstract cards on p. rs cover.) + 

13.78 : SH-83 

Resource bulletin PNW-(series). (Pacific Northwest Forest and Range 

Experiment Station, Portland, Oreg.) 

PNW-38. 1970 Oregon timber harvest ; by Brian R. Wall. July 1971. 2 p. il. 4° 

A 13.80: PNW-38 

Siskiyou, 1970, man and his forest, stockholders report. Siskiyou National 

Forest. [1971.] cover title, [8] p. il. 4° ¢ A 13.13/2 : Si 8/970 


Ski safely on your national forests, America’s playgrounds. Oct. 1971. 6 p. il. 
382° (FS[274.) [Some illustrations are colored.] + @ Item 85 
A 13.2: Sk 3/3 


Snowmobiling on Allegheny National Forest. [1971.] 1 sheet (with map on 
verso) il. oblong f°, folded into narrow 8° size. [Illustrations and map are 
colored.] + A 13.2: Sn 6/2 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


Report to Congress: Activities and status of civil defense in United States, 
Department of Army; by Comptroller General of United States. Oct. 26, 
1971. cover title, [1]+3+[2]-++59 p. il. 4° (B—133209.) + Paper, $1.00. 
L.C. card 79-614814 GA 1.13: C 49/8 


—— Examination of financial statements of Export-Import Bank of United 
States fiscal year 1971; by Comptroller General of United States. Oct. 29, 
1971. 3 leaves+7 p.4° (B-114823.) + Paper, $1.00. GA1.13: Ex 7/971 


—— Large costs to Government not recovered for launch services provided 
to Communications Satellite Corporation, Department of Air Force, 
National Aeronautics and Space Administration ; by Comptroller General 
of United States. Oct. 8, 1971. cover title, [1]+3+[3]+70 p. 4° 
(B-168707.) + Paper, $1.00. 

L.C. card 76-614938 GA 1.13 : L 37/2 


—— Slow progress in eliminating substandard Indian housing, Interior 
Dept. [and] Housing and Urban Development Department; by Comp- 
troller General of United States. Oct. 12, 1971. cover title, [1]-+5+[2]+ 
68 p. il. 4° (B-—114868.) + Paper, $1.00. 

L.C. card 71-614768 GA 1.13: In 2/14 


GEOLOGICAL SURVEY, Interior Dept. 
Washington, DC 20242 


Activities of Water Resources Division, California district, in 1972 fiscal 
year. Menlo Park, Calif., 1971. ii+28+A-9 p. il. 4° (Water Resources 
Division.) [Contains list of reports published or released to open file by 
Geological Survey in 1971 fiscal year.] + 1 19.55 : 972 


Bulletin. 
1343. Tertiary marine mollusks of Alaska, annotated bibliograph aN 
Addicott. 1971. ili+30 p. iL * Paper, 25c. (S/N 2401-1195). 


620 
L.C. card 74-177921 119.3 : 1343 


"< Yoon 
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17808 


17809 


17810 


17811 


17812 


17813 


17814 


17815 


17816 


17817 


17818 


Decemsper 1971 


Circulars. f 119.4/2: (nos. ) 
647. re of public lands valuable for geothermal steam and associated 


.] 
655. Index of surface-water records to Sept. 30, 1970: 


rmal:resources [with list of references cited hy L. H. Godwin [and 
ernersl. 1971, i1i+18 p. il. 4° [Standards used ological Survey to 
classify public lands for retention and for competitive leasing of geothermal 
steam and associated geothermal resour 
7 ate Hudson Bay and 
upper Mississippi River we. 1971. cover title, [ 1+65 p. il. [Supersedes 
Circular 575.] @ Item 620- 


661. Index of surface-water records t Sep: 8, 30, 1970: pt. 11, Pacific ever! ~— 


in California, 1971. [2]}+58 p. il [Supersedes Circular 581.] Item 
620-—A 


Professional papers. @ Item 624 I 19.16 : (nos.) 
659. Geological framework and petroleum potential of Atlantic Coastal Plain and 


Continental Shelf [with list of references cited], by John C. Maher; with 
section on Stratigraphy, by John C. Maher and Esther R. Applin. 1971. 
iv+98 p. il. 4° [Summary of regional structure and stratigraphy of 
Mesozoic rocks with special reference to petroleum exploration. Issued in 
ortfolio with 17 plates.] * Paper, $6.75. 
.C. card 74-611216 


687. Cataclastic rocks [with bibliographies]; by Michael W. Higgins. 1971. iv 


+97 p. il. 4° [Includes field and microscopic criteria for recognition of 
cataclastic rock zones, petrogenesis of rocks in these zones, and description 
#1, seoneannces in United States, Scotland and New Zealand. } * Paper, 


Cc. card 71-611932 


703. Stratigraphy and paleontology of revised type section for Tahkandit lime- 


stone (Permian) in east-central Alaska [with list of references cited] ; by 
Earl E. Brabb and Richard E. Grant. 1971. iii+26+ [2] p. il. 2 pl. 4° 
[Revisions in Soa oot Noa and PAeontoleas of Arctic Permian 
formation.] * Paper, 5 2401-113 

L.C. card 70-611771 


Water-supply papers. @ Item 625 I 19.13 : (nos. ) 
1899-H. Gochyarelogy of Hualapai and Sacramento peers. Mohave Coanty. 
Ariz. th list 


1907. 


1911. 


1912. 


1913. 


1915. 


1991. 


of references cited]; by J. B. Gillespie and 

Bentley. 1971. [iv]+37 p. il. 2 pl. in pocket. (Contributions to 
hydrology of United States.) [Prepared in cooperation with Arizona 
#139) Land Dept. One plate is colored.] * Paper, $1.25 (S/N 2401-— 
L. C. card 72—609947 

Surface water supply of United States, 1961—65: pt. 3, Ohio River basin 
v. 1, Ohio River basin above Kanawha River ; , [prepared b, by perpoeret 
of Water Resources Division]. 1971. ix+621 pocket 
{Prepared in cooperation with Maryland, New Pork, 8) 0, Penns. 
yania, and West Virginia, and with other agencies.) * Paper, $3. 5. 
L.C. card GS 46-40712 

Surface water supply of United States, 1961-65: pt. 4, St. Lawrence 
River basin, v. 1, Basins of streams tributary to Lakes Superior, 
Michigan, and Huron; [prepared by personnel of Water Resources 
Division]. 1971. viii+651 p. il. 1 pl. in YF crames {Prepared in coopera- 
tion with Illinois, Indiana, Michigan, Minnesota, nd Wisconsin, and 
with other agencies. ] ° Paper, $3.25 (S/N 2401- 1187). 
L.C. card GS 46—-40712 

Surface water ag | of United States, 1961-65: pt. 4, St. Lawrence 
River basin, v. 2, St. Lawrence River basin below Lake Huron; : [pre 
pared by personnel of Water Resources Division]. 1971. ix+734 _— 
1 pl. in pocket. [Prepared in cooperation with Indiana, Michigan 
York, Ohio, and Vermont, and with other agencies.] * Paper, $3.50. 
L.C. card GS 4640712 

Surface water oar! of United States, Pa eg pt. 5, Hudsen Bay and 
Upper Mississippi River basins, v. 1 n Bay bas: in; [prepared by 
personnel of Water Resources Divis vision}. 1971. Bee il. 1 pl. in 

pocket. [Prepared in cooperation with Minnesota and orth Dakota 

Her) with other agencies.] * Paper, $2.50 (S/N 2401-1188). 
L.C. card GS 4640712 

Surface water supply of United States, 1961-65: pt. 5, Hudson Bay and 
upper Mississippi River basins, v. 3, Upper Mississippi River basin 
below Keokuk, lowa; [prepared by personnel of Water Resources Divi- 
sion]. 1971. vili +588 p. il. 1 pl. in pocket. [Prepared in cooperation 
with Illinois, Indiana, Iowa, Minnesota, Missouri, and Wisconsin, and 
with other agencies. A * Paper, $3.00 (S/N 2401-1190). 
L.C. card GS 46-4 

Quality of surface Caters of United States, 1966: pts. 1-2, North Atlan- 
tic slope basins and South Atlantic slope and eastern Gult of Mexico 
basins [with list of literature cited]. 1971. xvi+ 984 p. {Prepared 
in cooperation with Alabama, Connecticut, Delaware, Horida: Georgia, 
Louisiana, Maine, Maryland, Massachusetts, Mississippi, New —.. - 
shire, New Jersey, New York, North Carolina, Pennsylvania, Rh 
Island, South Carolina, Vermont, Virginia, West Virginia, and with 

other agencies. ] ad Paper, $4.00 (S/N 2401-1164). 
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Water-supply papers—Continued 


17819 1996. Guaitt pity, of surface waters of United States, 1966: pts. 12-16, North 
ic Slope basins, Mr and Hawaii and other Pacific areas [with 
list of literature cited ; prepared by personnel of Water Resources 
Division]. 1971. xv+433 [Prepared in cooperation with Alaska, 
Idaho, Montana, Oregon, ashington, Wyoming, Bureau of Reclama- 
yn and with other. agencies. ] Paper, $2.00 (S/N 2401-1172). 
card GS 43-68 
17820 =. 2013. Quailty = surface waters of United States, 1967: pts. 5 and 6, Hudson 
pert upper Mississippi River basins, and Missouri River basin 
th list of literature cited; prepared by personnel of Water Re- 
bn Division}. 1971. xiii+ 585 p il. [Prepared in cooperation with 
Illinois, Iowa, Kansas, Minnesota V cteabuet Montana, South Dakota, 
Wisconsin, Wyoming, and with other agencies.] * Paper, $2:50 (S/N 
2401-2025). 
L.C. card GS 43-68 
17821 2020. Subsurface waste disposal by means of Bp selective annotated bibliog- 
raphy; by Donald R. Rima, Hdith B Chase, and Beverly M. Myers. 
1971. v+305 p. oa $1. 50 (S/N 2401- —1229). 
L.C. card 77-179486 


HEALTH, EDUCATION, AND WELFARE DEPARTMENT 
Washington, DC 20201 


17822 Catalogs, Department of Health, Education, and Welfare publications, 
July 1970—June 1971, cumulative issue; issued by Office of Public Af- 
fairs. [1971.] viii+124 p. 4" (DHEW publication no. (HEW) 71-1.) 
+ @Item 444-B HE 1.18/38: 971 
17823 Guide for colleges and universities, cost principles and procedures for es- 
tablishing indirect cost rates for grants and contracts with Department 
of Health, Education, and Welfare; [prepared by Office of Deputy As- 
sistant Secretary for Grant Administration Policy, Division of Cost 
Policy & Negotiation]. [June 1971.] ([OASC-1 (revised).]) v+66 p. 4° 
[Issued with perforations.] * Paper, $1.00 (S/N 1700-0090). @ Item 
445-A (Special offer) HE 1.6/3: C 68 
17824 Mental retardation financial assistance programs of Department of Health, 
Education, and Welfare. July 1971. viii+-70 p. (Secretary’s Committee 


on Mental Retardation.) * Paper, 40c. (S/N 1700-0084). © Item 445 
L.C. card 74-614896 HE 1.2: M 52/7/971 


HEALTH MANPOWER EDUCATION BUREAU, Health, Education, 
and Welfare Dept., Bethesda, MD 20614 


17825 Future directions of doctoral education for nurses, report of conference, 
Jan. 20, 1971, Bethesda, Md. [with lists of references]. Sept. 1971. ix+-[1] 
-+157 p. il. 4° (DHEW publication (NIH) 72-82; Division of Nursing.) 
* Paper, $1.50. @ Item 507-D-1 
L.C. card 78-614992 HE 20.3102 : N 93/17 


17826 [Health manpower data series] : Selected training programs for physician 
support personnel [with list of selected references; by Genrose Copley 
and Karen Lechter]. Mar. 1971. xiv+101 p. 4° (DHEW publication 
(NIH) 72-183.) + @ Item 507-D-7 
L.C. card 78-616012 HE 20.3114/2 : P 56 


17827 Special project grants awarded for improvement in nurse training, listing. 
[July 1971.] [1971.] cover title, 96 p. ({[DHEW publication (NIH) 72- 
86, formerly supplement to PHS publication 1154-2; Division of Nurs- 
ing.]) ¢ @ Item 507-D-1 HE 20.3102 : N 93/4/971 


HEALTH SERVICES AND MENTAL HEALTH ADMINISTRATION, 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


17828 [This entry number not used.] 


17829 HSMHA public advisory committees, roster of members, Oct. 1, 1971. 
[1971.] cover title, vii+124 p. 4° ([DHEW publication (HSM) 72-6. 
Office of Administrator.]) ¢ @ Item 483-T HE 20.2011/2 : 971-3 
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17830 1970 special hospital services for cardiovascular disease patients. [1971.] 
({HSM 71-7020(a).]) * Paper, $5.00 per set (2 vols.) (S/N 1727-0026). 

v. 1. General services. [7] +466 p. 4° (Corrected eogz.) @ Item 483-T-1 
.2002 : C 17/970/v.1/corr. 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 


17831 Guide to elderly housing & related facilities. [Oct. 1971.] [12] p. il. narrow 
& ([{HUD-234-F.]) + © Item 582-D HH 1.6/3: El 2 


HUD guide. ~ @ Item 582-E HH 1.6/7 : (letters—nos. ) 


17832. FHA G 4005.8. Sept tt, 4 Pe F Application through commitment], Change 4 


[20] p. 4° [Includes transmittal notice. Issued 
th perforations. ] 


17833 FHA G 4015.9. Mo de: Administration of insured mort; Ch 

* rt. Se ET at p. 4° paneee ee o otice. 
in looseleaf ‘in .6/7 : FHA G 4015. 9/ch. 3 
HUD handbook. 

17834 HM 7401.1. Low-rent housing administration of | ea ge handbook, suppiement 2. 
Oct. 27, 1971.] [2 -=é 4° ssued with orations. Includes 
ransmittal notice J HH 1. He HM 7401.1/supp.2 

HUD international country report. sata of International Affairs.]) 

17835 Panama [with bibliography]. Mar. 1971, 12+ i) p. il. (({HUD-168-SF.]) [Jommes 

in looseleaf form.] * Paper, 10c. @ Item 581-B-8 HH 1.32: P19 

17836 HUD programs for housing and related facilities which are available for 

elderly. [Oct. 1971.] [2] p. oblong 8° folded into narrow 8° size. ({HUD- 
302-HM.]) + @ Item 582 HH 1.2: El 2/3 


17837 Office of International Affairs, roles and objectives. [Oct. 1971.] [1]+52 p. 
({HUD-207-1-1A.]) [This material has been excerpted from Study of 
international housing, prepared for Subcommittee on Housing and Urban 
Affairs, of Committee on Banking, Housing and Urban Affairs, U.S. 
Senate.] + @ Item 582 HA 1.2: In 85/5 


17838 White House Conference on Aging, Nov. 28-Dec. 2, 1971: Population, 
housing and income and Federal housing programs. [1971.] vii+122+[1] 
p. il. 4° [Title on cover: 1971 White House Conference on aging, 
housing.] ¢ @ Item 582 
L.C. card 78-614889 HH 1.2: W 58/971 


INFORMATION OFFICE, Agriculture Dept. 
Washington, DC 20250 


17839 Agriculture USA. [Aug. 1971.] [8] p. narrow 8 ¢ A 21.2: Ag 8/15 
IMMIGRATION AND NATURALIZATION SERVICE, Justice Dept. 
Washington, DC 20536 


17840 Reports of passenger travel between United States and foreign countries, 
fiscal year 1971. [1971.] [2] p. 6 leaves il. 4° + Paper, $75.00 a year 
(including monthly, semi-annual and annual reports for fiscal and 
calendar years) ; single copy, $5.00 J 21.13: 971 


INTERIOR DEPARTMENT 
Washington, DC 20240 


Nors.— o the Interior Sy for publications should give the full 
title and the ~— Cy ‘the publication. not include ecg Be Catal numbers 
or Superintendent of Documents classification —s.T h showld t be used only 
when ordering from the ee a ee es of 

17841 Remarks by Secretary of Interior Rogers we B. Morton at Congress for 


Recreation and Parks, Houston, Tex., Oct. 20, 1971. [1971.] 7 leaves 4° + 


11.68: M &/6 
@For Sale National Technical Information Service, 
Spri id, VA 22151 
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GovERNMENT PuBLICATIONS 


[Saline water] research and development progress report. (Office of Saline 
Water.) @ Item 604-A-1 1 1.88 : (nos. ) 

17842 704. New selective membranes [with bibliography]; by Joseph Steigman and 
— Polytechnic Institute of Brooklyn, Brooklyn, N.Y. Sept. 1971. 

ix+83 fi, 4° [Grant 14-01-0001-1645.] * Paper, $1.00 (S/N 


yt). 

17843 706. Solute properties of water, pt. 2 [with list of references] ; by S. D. Christian 
University of Ne ar Norman, Okla. July 1971. cover title, ii+35 p. il. 
4° [Grant 14—01-0001-— * Paper, 45c. (S/N 2400-0659) 

17844 707. Influence of model anions yr At on structure of water twith list of 
references] ; 7 W. V. Johnston [and] J. Greyson, North American Rock- 
well, Canoga Park, Calif. Aug. 1971. cover title, iv+41 p. il. 4° [Con- 
tract 14-30-2599. * Paper, 50c. (S/N 2400-0662). 

17845 709. Stabilization * 2 ~~ — from seawater distillation plants [with bib- 
li ridge, 2 opp.a and 8. A. Reed, Oak Re e National Laboratory, 

idge, | A uty 971. we | p jl. 4° WS agreement 14-30— 
* Paper, 50c. (S/N 2400-0661 
re on 74-614888 

17846 710. Field re of forced-flow electrodesalination ; by Thomas A. Davis and 
Robert Lacey, Southern Research Institute, Birmingham, Ala. Aug. 
tt tie i 78 p. il. 4e [Contract 14-01—0001-1167.] * Paper, 70c. (S/N 


17847 711. sian om al problems in geothermal development [with list of ref- 
erences] ; by Alan D. K. Laird, University of California, Berkeley, Calif. 
Aug. 1971. 1ii+-33 p. il. 4° [Grant 14-30—-2635.] * Paper, 45c. (S/N 


2400-0665). 
17848 714. Model studies of outfall suptems for desalination plants: pt. 1, Flume ext 
[with bibliographies]; by F. M. Holly, jr., and J. L. Grace, jr., U.S. 


Army Engineer Wateewe oye Experiment Station, Vicksburg, Miss. Aug. 
1971 viii+57 p. il. 4° [Contract 14-30-2656.] * Paper, 65c. (S/N 
2400-0663). 
17849 717. Summer of Roswell test bed plant seaports (1963-68) ; by Phillips Scien- 
4 WT, Sept. 1971. ee p. il, 4° [Contract 14~-30—2596.] 
Tieow 5c. (S/N 2400-0669) 


INTERNAL REVENUE SERVICE, Treasury Dept. 
Washington, DC 20224 


17850 Actuarial values: 1, Valuation of last survivor charitable remainders, pt. 
B, Two-life tables of unitrusts and pooled income funds. [1971.] cover 
title, iv+640 p. 4° (Publication 723B(11-71).) *Paper, $4.50. 
@ Item 956 T 22.2: Ac 8/no.1/pt.B 


17851 Catalogue of forms, form letters, notices. [1971.] cover title, [3]+149 p. 4° 
(Publication 676 (Rev. 10-71).) + @ Item 956 T 22.2: F 76/6/71 


17852 Cumulative list of organizations described in sec. 170(c) of Internal rev- 
enue code of 1954, revised to Dec. 31, 1970. [1971.] cover title, [1]+680 
p. 4° (Publication 78 (Rev. 12-70).) * Paper, $9.00 (including basic 
list and cumulative bimonthly supplements for an indefinite period) ; 
$2.25 additional for foreign mailing. @ Item 956 T 22.2: Or 3/970 


17853 Statistics of income 1969; Individual income tax returns; [prepared in 
Income, Finance, and Wealth Branch]. [1971.] cover title, vi+426 p. 
‘il, 4° (Publication 79(9-71); [Statistics Division].) * Paper, $3.75 
(S/N 4804-0393). @ Item 964 
L.C. card 61-37567 T 22.35/2 : In 2/969 


17854 Tax information for U.S. Government civilian employees stationed abroad. 
[1971.] 6 p. il. 4° (Publication 516(10-71).) * Paper. $7.50 per 100; 
single copy, 10c. @ Item 964-B T 22.44/2: 516/4 


17855 Tax information on moving expenses. [1971.] 6+[1] p. il. 4° (Publication 
521(10-71).) * Paper, $7.50 per 100; single copy, 10c. @ Item 964-B 
T 22.44/2 : 521/4 


INTERNATIONAL COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


17856 Environmental control seminar proceedings, Rotterdam, Warsaw, Bucha- 
rest, May 25-June 4, 1971 [with bibliographies]. [Sept. 1971.] viii+-297 
p. il. 4° [Seminars presented as part of Trade Missions program of 
Bureau of International Commerce.] * Paper, $2.25. @ Item 231-A 
L.C. card 70-614990 C 42.2: En8 
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December 1971 


Foreign economic trends and their implications for United States, ET 
(series). * Paper, $15.00 a yr., $6.00 additional for foreign mailing. 
@ Item 231-I C 42.30: (nos.) 


17857 71-098. Belgium. Sept. 15, 1971. 12 p. il. 4° (American Embassy, Brussels.) 
[Semiannual.] 

17858 71-100. Pakistan. Sept. 15, 1971. 9 p. 4° (American Embassy, Islamabad.) 
[Semiannual. Supersedes ET 70—103. é 

17859 71-101. Peru. Sept. 15, 1971. 8+[1] p. il. 4° (American Embassy, Lima.) 
[Semiannual.] 

17860 71-102. Turkey. Sept. 15, 1971. 11 p. il. 4° (American Embassy, Ankara.) 
[Semiannual.] 


17861 Overseas trade centers and fairs, go global. [1971.] cover title, [12] p. il 
narrow 8° [Text on p. 3 of cover. Some illustrations are colored.] 
+ @Item 231-A C 42.2: Ov2 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


17862 Freight commodity statistics, motor carriers of property, year ended 
Dec. 31, 1969. [1971.] cover title, xiv+97 p. 4° (Bureau of Accounts.) 
* Paper, $1.00 (S/N 2600-0832). @ Item 687-A IC 1 mot.22 : 969 


JOHN E. FOGARTY INTERNATIONAL CENTER FOR ADVANCED 
STUDY IN THE HEALTH SCIENCES, Health, Education, 
and Welfare Dept., Bethesda, MD 20014 


Fogarty International Center proceedings. 


17863 7. Reform of medical education, role of research in medical education, conference 
sponsored by John E. Fogarty International Center for Advanced Study 
in Health Sciences, July 20-21, 1970, National Institutes of Health, 
Bethesda, Md. [with lists of references] ; Peter G. Condliffe, Arthur H. 
Furnia, editors. [1971.] ous p. il. [Illustrated lining papers.] * Cloth, 
$2.25. @ Item 507-C-3 
L.C. card 77-614973 HE 20.3710: 7 


JOINT PUBLICATIONS RESEARCH SERVICE 
1000 N. Glebe Rd., Arlington, VA 22201 


Note.—When ordering Joint Publications Research Service publications from 
the National Technical Information Service, give the JPRS number in the order. 
Do not include Monthly Catalog entry numbers or Superintendent of Documents 
classification numbers, which should be used only when ordering from the Super- 
intendent of Documents. 
Titles of JPRS serial reports listed below were issued during the month, but 
were not cataloged separately. (Price upon application). 
17863A-1. Meteorology and hydrology, USSR, nos. 8, 1971 ; JPRS 54296. 
17863A-2. Translations on Africa, nos. 1074-1076 ; JPRS 54281, 54311, 54327. 
17863A-—3. ‘Translations on HKastern Europe: Economic and industrial affairs, nos. 551-— 
553 ; JPRS 54282, 54306, 54320. 
17863A-4. Translations on Bastern Europe: Political, sociological, and military affairs, 
nos. 428-430 ; JPRS 54277, 54300, 54309. 
17863A-—5. Translations on Eastern Europe: Scientific affairs, no. 199 ; JPRS 54307. 
17863A-6. Translations on Latin America, nos. 611-613 ; JPRS 54292, 54303, 54330. 
17863A-7. Translations on Mongolia, no. 252; JPRS 54294. 
17863A—8. Translations on narcotics and dangerous drugs, no. 12; JPRS 54324. 
17863A-9. Translations on Near Hast, nos, 665-668 ; JPRS 54278, 54299, 54326, 54333. 
17863A-10. Translations on North Vietnam, nos. 1026-1031 ; JPRS 54275, 54283, 54288, 
54298, 54301, 54323. 
17863A-—11. Translations on People’s Republic of China, no. 163; JPRS 54295. 
17863A-12. Translations on south and east Asia, nos. 319-321: JPRS aoa fl 54813, 54328. 
17863A-13. Translations on USSR agriculture, nos. 501-503 : IPRS 5427 54289, 54314. 
17863A-14. aa on USSR economic affairs, nos. 297-299 ; IPRS 54276, 54302, 


17863A-15. Translations on USSR industrial affairs, no. 144 ; JPRS 54285. 

ia. ae Translations on USSR military affairs, nos. 746-747 : JPRS 54310, 54325. 
863A-17. Translations on USSR political and sociological affairs, nos. 183-184; JPRS 

54293, 54308, 54334. 

17863A-18. Translations on USSR resources, nos. 223-224; JPRS 54290. 54312. 

17863A-19. Tees ce USSR trade and services, nos. 289-292; JPRS 54284, 54291, 

17863A-—20. Translations on Western Europe, nos. 253—254 ; JPRS 54286, 54321. 

17863A-21. USSR Scientific abstracts : Bio-medical science, no. 105; IPRS 54297. 

17863A-—22. USSR scientific abstracts : Chemistr 7p no. 101; JPRS 54316. 

17863A-—23. rr of the USSR Academy of Medical Sciences, v . 26, nos. 8, 1971; JPRS 
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GovERNMENT PUBLICATIONS 


JPRS (series). & Paper, each, $3.00. Y 3.3 66: 13/ (nos.) 


Peeps. _Dengpite of China railroad passenger time-tables, Sept. 1, 1969. 
Oct, 19, 1971. cover title, a—h, 222 p. 4° [People’s Railroad Publishing 
al Peking, 1969. ] 

Economics of production and use of fuel coal, USSR [with Seapeerenal : F 
by I. P. Krapchin. Oct. 19, 1971. cover title, a+95 p. 4° [Ned 
Publishing House, 1970.] 

Bulletin of Nuclear Data Center, om with biblio raphies]. Oct. 22, 
1971. cover title, a+182 4° [From Byulleten’ Tsentra po 
Yadernym Dannym, no. 6, 19 5]. 

Satellite communication line networks and systems, USSR; by A. P. Sivers. 
Oct. 26, 1971. cover title, 10 p. il. 4° [From Osnovy kosmicheskoy 
radioelektroniki, in Sovetskoye Radio, 1969.] 

we film p-n injunctions by ion bombardment [bibliography]; by 
Vv. Gusev [and others]. Oct. 26, 1971. cover title, 7 p. il. 4° [From 
Kadiotchhetkt i elektronika, no. 8, 1971. 

Motor vehicle industry, USSR; by A. M. Tarasov. Oct. 26, 1971. cover 
a a+82 p. il. 4° [Machine Building Publishing House, Moscow, 


Immunological problems ot closed environments and roy. Oct. Ht, USSR 
{with bibliography] ; ee . A. Lebedev and R. V. Petrov. Oct. Ly M 
cover title, 26 p. 4° rom Uspekhi Sovremennoy Biologii, no. 71, 


1971.] 

Systems of aircraft automatic control, USSR [excerpts] ; by I. A. Mikhalev, 
B. N. Okoyemoy, et al. Oct. 27, 1971. cover title, 45 p. il. 4° [Mashinos- 
troyeniye Publishing House, Moscow, 1971.] 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Criminal justice agencies in United States, 1970, statistical summary com- 
piled from 1970 national criminal justice survey ; [prepared by Statistics 
Division, National Institute of Law Enforcement and Criminal Justice, 


Law 


Enforcement Assistance Administration]. [1971.] v+14 p. 4° 


({LEAA-NILECJ Stat Division publication SD-D-1.]) * Paper, 30c. 
(S/N 2700-0076). @ Item 717 
L.C. card 79-610902 J 1.2: C 86/11/970 


Nationwide crime control program. [1971.] [5] p. ¢ @ Item 717 


J 1.2: C 86/12 


PR (series). (National Institute of Law Enforcement and Criminal Jus- 


tice, Law Enforcement Assistance Administration.) 
71-3. Police telecommunication systems [with bibliographies; by Frederick C. 


Bock and others}. June 1971. [1971.] cover title, x+429 p. il. 4° (Law 
Pnforcement Assistance Administration, National Institute of Law En- 
forcement and Criminal Justice.) * Paper, $3.75 (S/N 2700-0075). 
@ Item 717-D 

L.C. card 72-615000 J 1.36: 71-3 


LABOR DEPARTMENT 
Washington, DC 20210 


Government reorganization and revenue-sharing [dialogue with Secretary 
of Labor J. D. Hodgson, Under Secretary of Labor Laurence Silberman, 
and top-level staff, Feb. 8, 1971, Washington, D.C.] [1971.] 23 p. f 
@ Item 745 (Special offer) L1.2: R 29/4 


Manpower field, pasture fertile with ideas, address by Secretary of Labor 
J. D. Hodgson, Interstate Conference of Employment Security Agencies, 
San Juan, P.R., Oct. 4, 1971. 1971. 8 leaves 4° (USDL 71-530.) +f 


L1.13: H 66/14 


Merchandising your job talents. Rev. 1971. cover title, [3]+26 p. il. (Man- 
power Administration.) * Paper, 25c. (S/N 2900-0136). @ Item 745-A 


L1.7/2: J 57/3/971 


Summer youth employment, a reference. [1971.] cover title, [3]-++20+-14 p. 
4° (Manpower Administration.) + @ Item 745-A L1.7/2: Y8 


LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 


Bulletins. L 2.3: (nos.) 
1595. “y Re) ew fe Western Greyhound lines, 1945-67, supplement. Sept. 
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17880 1705. Handbook of labor YH 1971; [compiled in Office of tr my 
({1971.] xii+369 4° * Paper $ 25 (S/N 2901-0641). 

17881 1714. Meaning and A Tot of Toauel tivity pre repared by Herbert Stein bow 
Jerome A. Mark.] Sept. is. 7. pp 18 7 D. 4° Romeree for National 
Commission on Ue rage de aper, 30c. @ Item 768 

17882 1715. ——— Some | rae A ~ ei Ag cae ge appre; [with appendix 

bliography]. Bept. 1971, iv+ ot ty © tha Prepared for National 

Conasaan on Productivi 4 
L.C. card 71-614993 





s Pape, 


LIBRARY OF os 
Washington, DC 


17883 Data preparation manual for conversion of map cataloging records to 
machine-readable form ; prepared by David K. Carrington and Elizabeth 
U. Mangan. 1971. v+317 p. 4° (Geography and Map Division.) [ISBN 
0-8444-0002-5-] * Paper, $2.75 (S/N 3000-0050). ©@ Item 786-A 

L.C. card 79-169093 LO 1.6/4: M 32 


17884 Library of Congress catalog: Music and phonorecords, cumulative list of 
works represented by Library of Congress printed cards, Jan.—June 1971. 
1971. vi-+464 p. 4° + Paper, $20.00 (including semiannual issue and 
annual cumulation. 
L.C. card 53-60012 LO 30.8/6 : 971 


MANAGEMENT AND BUDGET OFFICE, Executive Office 
of the President, Washington, DC 20503 


17885 Update to 1971 catalog of Federal domestic assistance. [1971.] [279] p. 4° 
[Issued in looseleaf form.] * Paper, $7.25 (including basic manual and 
supplementary material for an indefinite period; $1.50 additional for 
foreign mailing. @ Item 853—A-1 PrEx 2.20 : 971/rev.pages 


MARINE CORPS (Navy), Defense Dept. 
Washington, DC 20350 


17886 Flag manual, Marine Corps. [1971.] [3]+vii+46+ [48] p. il. 4° (MCO 
P10520.3A.) [Issued with perforations. Some illustrations are colored.] 
t @ Item 3&4 D 214.9/2: F 59 


MARITIME ADMINISTRATION, Commerce Dept. 
Washington, DC 20548 


17887 Merchant fleets of the world, oceangoing steam and motor ships of 1,000 
gross tons and over, as of Dec. 31, 1970; [prepared by Office of Subsidy 
Administration]. [Sept. 10, 1971.] 19 p. 4 ([Report MAR-560-20.]) 
* Paper, 30c. @ Item 236-B C 39.212 : 970 


MATERNAL AND CHILD HEALTH SERVICE, Health, 
Education, and Welfare Dept. 
Bethesda, MD 20014 


17888 Selected bibliography on lead poisoning in children; compiled by Jane S. 
Lin-Fu. 1971. [5]+30 p. * Paper, 25c. (S/N 1730-0014). 
L,C. eard 74-614983 HB 20.2759 : L 46 


17889 Watch out for lead paint poisoning. [1971.] [4] p. il. narrow 12° ({[DHEW 
publication (HSM) 72-5101.]) + @ Item483-V-1 HB 20.2752: L 46/2 


MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
Washington, DC 20350 


17890 Manual of Medical Department [1952], Change 68. Aug. 18, 1971. [2] p. 4° 
[Issued in looseleafform.] t¢ D 206.8/2 : 952/ch.68 
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GoOvERNMENT PUBLICATIONS 


U.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn.: 


Reports. ¢ D 206.10 : (nos. ) 
17891 657. Use of phase contrast microscop ms clinical dentistry Sing list of ref- 
erences]; by R. Brokaw, and Shiller. Mar. 5, 1971. cover title, 


iii+8-+ [2] p. 4° [Research work a MR005.20.01-6042B33J.07. ] 

17892 659. Biochemistry of submarine and diving stress : 2, Effect of chronic hypercapnia 
on blood Pee ee activity and adenine nucleotide system [with 
list of references] ; 5 Bes chael J. Jacey and Karl BH. Schaefer. March 9, 
1971, cover title, iii+7+ [2] p. il. 4° [Research work unit MF 12.525.006— 
9028BA9K.] 

17893 665. Methemoglobin formation and red cell metabolism of guinea pigs during 
chronic hypercapnia [with list of references] ; by Stephen C. Wood, and 
Karl E. Schaefer. May 3, 1971. cover title, iii+9+ [2] p. il. 4° [Re- 
search work unit M4306.02—-2030BAK9.01.] 


MINES BUREAU, Interior Dept. 
Washington, DC 20240 


Information circulars. © Item 637—-A I 28.27 : (nos. ) 


17894 8518. aay of natural gases, 1970; by L. E. Cardwell and L. F. Benton. 
1.] [3]+130p.4° * Paper, $1.50 (S/N 2401-0965). 

17895 8523. Helium. bibliography of technical and scientific literature, 1965, including 
papers on alpha-particles ; by Philip C. Tully, Emily Dowd , and Betty G. 
Noe. [1971.] [2]+xxxi+760 p. 4° * Paper, $6.25 (S/N 2404-0968). 

17896 8525. Petroleum and oil-shale research of Bureau of Mines, fiscal year 1969; by 
Bill Linville. [1971.] [2]-++iii 117 p. il. 4° f Mines Bureau, Pittsburgh, 
PA 15213 


17897 Cobalt; [by John D. Corrick]. [1971.] [2]+7 p. [Preprint from Minerals 
yearbook, 1970.] * Paper, 10c. I 28.37/a : C 632/970 


17898 Tron and steel scrap; [by Harold J. Polta]. [1971.] [2]+15 p. il. [Preprint 
from Minerals yearbook, 1970.] * Paper, 15c. I 28.37/a: Ir 6/2/970 


17899 Mineral industry of mainland China; [by K. P. Wang]. [1971.] [2]+20 
p. [Preprint from Minerals yearbook, 1970.] * Paper, 15c. 
I 28.37/a 2: C 441/970 
17900 Mineral industry of Yugoslavia; [by Roman V. Sondermayer]. [1971.] [2] 
+16 p. [Preprint from yearbook, 1970.] * Paper, 15c. 
I 28.37/a 2: Y 9/970 
17901 Potash; [by Donald E. Hilertsen]. [1971.] [2]+14 p. il. [Preprint from 


Minerals yearbook, 1970.] * Paper, 10c. I 28.37/a: P 847/97 

17902 Pumice: [by Arthur C. Meisinger]. [1971.] [2]+5 p. il. [Preprint from 
Minerals yearbook, 1970.] * Paper, 10c. I 28.37/a : P 968/970 

Report of investigations. @ Item 637—-A I 28.23 : (nos. ) 


17903 7569. Preparation of thorium-magnesium alloys and pure thorium by magnesium 
reduction of thorium tetrachloride [with list of references]; by T. 
Campbell, G. B. Robidart, and F. E. Block. [1971.] [3] +17 p. il. 40 
+ Mines Bureau, Pittsburgh, PA 15213 

17904 7570. Dispersion strengthening of lead by coprecipitation [with list of refer- 
ences] ; by M. M. Tilman, R. L. Crosby, and D. H. Desy. [1971.] [3]+9 
p. il. 4° + Mines Bureau, Pittsburgh, PA 15213 

17905 7571. Hardness, tensile strength, and impact toughness of reservoir sandstone 
at extreme temperature [with list of references]; by C. A. Komar. 
[1971.] [8] +8 p. 4° + Mines Bureau, Pittsburgh, PA 15213 

17906 7572. Fragmentation of concrete with eh jets [with list of references] ; 
by Jacob N. Frank and John . Chester. [1971.] [2]+ii+32 p. il. 4° 
+ Mines Bureau, Pittsburgh, PAY 15213 

17907 7573. Oxidation process for improving gold recovery from carbon-bearing gold 
ores [with list of references]; by B. J. Scheiner, R. E. Lindstrom, and 
Fah. Menste. {1971.] [3]+14 p. il. 4° + Mines Bureau, Pittsburgh, PA 


17908 7574, Airblast-overpressure levels from confined underground production blasts 
[with list of Po poy ie by James J. Olson and Larry R. Fletcher. 
*1971.] [3] +24 p. il. 4° a Mines Bureau, Pittsburgh, PA 15213 
L.C. card 74—8616003 
17909 Silicon; [by Frank L. Fisher]. [1971.] [2]-++3 p. [Preprint from Minerals 
yearbook, 1970.] * Paper, 10c. I 28.37/a : Si 34/970 


MINT BUREAU, Treasury Dept. 
Washington, DC 20220 


17910 Annual report of Director of Mint for fiscal year June 30, 1970, Brrata. 
[1971.] [83] p. + @ Item 965 T 28.1: 970/errata 
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MOTOR CARRIER SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


17911 Motor carrier safety regulations, revised to include amendments as of 
July 1, 1971. [1971.] cover title, [1]+105 p.il. * Paper, 65c. (S/N 5004—- 
0006). @ Item 689 TD 2.306: M 85/971 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washing‘on, DC 20546 


17912 Computer program abstracts, cumulative issue, July 15, 1969-July 15, 1971. 
July 1971. cover title, [2]+vi+1483+I-103 p. 4° [Includes abstracts 
M69-—10001—M71-—10120. Supersedes all previous issues through v. 3, no. 2.] 
* Paper, $2.00 (S/N 3300-0401). @ Item 830-X NAS 1.44/2 : 969-71 

Jet Propuision Laboratory, California Institute of Technology: JPL/HR 
series. 

17913 2. Projet, me ,, chronology ; by R. Cargill Hall. Apr. 1971. cover title, xiii+581 


7 Ma Item 830—H-3 
i. Pee 70614469 NAS 1.12/4:2 


NASA contractor report CR (series). & Paper, each, $3.00. 
NAS 1.26: (nos. ) 

17914 1733. Optical propagation measurements at Emerson Lake, 1968 [with lists of 
references]; by Gus E. Mevers, Melvin P. Keister, jr., and David L. 
Fried. Sept. 1971. cover title, x+-221 p. il. 4° [Prepared under contract 
NAS 1-7705 by Autonetics Division, North American Rockwell Corpora- 
tion, Anaheim, Calif.] 

17915 1734. Advanced structural geometiy studies: pt. 1, Polyhedral subdivision con- 
cepts for structural applic.tions ; by Joseph D. Clinton. Sept. 1971. cover 
title, v+203 p. il. 4° [Prepared under grant NGR-—14—008-—002 by 
Southern Illinois University, Carbondale, Ill. Pages 45-75, 97-144 and 
163-184 are left blank and the programs described on those pages are 
soeon from COSMIC, University of Georgia, Barrow Hall, Athens, GA 

60 


17916 1768. Flight instrument and telemetry response and its inversion [with list of 
references]; by M. R. Meher ry Sept. 1971. cover title, xii+ 250 p. il. 
4° [Prepared under contract NAS 1-—8541 by Avco Corporation, Systems 
Division, Wilmington, Mass. ] 

17917 1769. Analytical investigation of effects of blade flexibility, unsteady aerody- 
namics, and variable ar on helicopter rotor stall characteristics [with 
list of references] ; by E. Bellinger. Sept. 1971. cover title, [1]+114 
p. il, 4° [Prepared Cente: coueaton NAS 1-8350 by United Aircraft Cor- 
poration, United Aircraft Research Division, East Hartford, Conn.] 

17918 1776. Doppler radar simulation studies [with list of references] ; by William D. 
Stanley. Oct. 1971. cover title, vili+114 p. il. 4° [Prepared under con- 
tract NGR 47—003-015 by Old Dominion University, School of Engineer- 
ing and Research Foundation, Norfolk, Va.] 

17919 1791. Preparation and characterization of pyrrones as thermal structural mate- 
rials [with list of references] ; by B. G. Kimmel and L. E. Karre. Sept. 
1971. cover title, vii+91 p. il. 4o [Prepared under contract NAS 1—7381 
by Hughes Aire raft Company, Culver City, Calif.] 

17920 1880. Engineering study of flexible baffles for slosh suppression [with list of 
references]; by Franklin T. Dodge. Sept. 1971. cover title, [1]+21 
p. il. 4° (Prepared under grant NASI-10074 by Southwest Research 
Institute, San Antonio, Tex.] 

17921 1822. Predictions on characteristics of minimal 2-impulse orbital transfer under 
arbitrary terminal conditions by using bounding Cafecteriee [with list 
of references] ; by Fang Toh Sun. Oct. 1971. cover ttile, xv+100 p. il. 4° 
[Prepared under grant NGR-—17—003-008 by Wichita State University, 
Wichita, Kans. ] 

17922 1828. Initial development of general non-isoenergetic compressible free shear layer 
[with list of references]; by P. Carpenter and W. Tabakoff. Oct. 1971. 
cover title, xviii+120 p. il. 4° [Prepared under grant NGL—36—004—014 
a of Space Sciences, University of Cincinnati, Cincinnati, 

0. 

17923 1829. Hot-salt stress oration cracking of titanium alloys [with list of refer- 
ences]; by R. S. Ondrejcin. Oct. 1971. cover title, iv-+22 p. il. 4° [Pre- 
pout under contract R-124 by E. I. Du Pont de Nemours & Co., Aiken, 


C.] 

17924 1846. Effect of composition on mechanism of stress-corrosion cracking of titanium 
alloys in N.O«, and aqueous and hot-salt environments, pt. 2 [with list 
of references] ; by J. D. Boyd [and others]. Oct. 1971. cover title, xli+68 

. il, 4° [Prepared under contract NASr—100(09) by Battelle Memorial 
nstitute, Columbus, Ohio.] 

17925 1896. Heat and momentum transfer model studies applicable to once-through, 
forced convection tassium boiling [with list of. references]; by C. M. 
Sabin and H. F. Poppendiek. Sept. 1971. cover title, vii+263 p. il. 4° 
Miner under contract NAS 3—9426 by Geoscience Ltd., Solana Beach, 

‘a 
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17937 


17938 


17939 


17940 


17941 


17942 


17943 


17944 


GovERNMENT PUBLICATIONS 


NASA contractor report CR (series)—Continued 


1898. Performance of cylindrical converters with preferred-crystal-orientation 
oniien of Saaee Pig i r deposited tungsten [with list of references] ; 
I. Samstad, nko, and J. M. Case. Sept. 1971. cover title, 
ix 144 . il. 4° oe under contract NAS 3—-8511 by General 
ectric Company, Pleasanton, if.] 

1931. stability of plane vortex sheet’ between gases exchanging heat by radia- 
eon Leite Mbtesraphy 1 | ; by Burton BE. Eno. Sept. 1971. cover title, 
4° [Prepared by Cornell University, Ithaca, N.Y., under 

ee cL 383-010-042 for Lewis Research Center. ] 
1935. Study of mechanisms controlling ultraviolet photochemistry of associated 
and oo _— [with list of references] ; by Michael Anbar and 
G. A. St. John. Oct. 1971. cover title, iv+55 p. il. 4° [Prepared under 
contract NAS 2—5937 by Stanford Research Institute, Menlo Park, Calif.] 


NASA EP (series). 


22. bea is mle ye! [1971. vm cover title, 20 p. il. oblong 8° [Some illustrations are 
ored.] * Paper, 60c. (S/N 3300-0396). @ Item 830-G 
NAS 1.19: 22/3 


NASA SP (series). 


7037 (08). Aeronautical engineering, special bibliography with indexes, supp. 8. 
[Au ng. ans) [169] p. 4° (Scientific and Technical Information 

ffice of Industry Affairs and Technology Utilization.) [Selec- 

ten ¢ yr annotated references to unclassified orts and journal arti- 

eles that were introduced into NASA scientific and technical 
information system and announced in July 1971 in Scientific and 

technical aerospace reports (STARK) and International aerospace 

abstracts (IAA).] Paper, $3.00. NAS 1.21: 7037 (08) 


NASA technical note TN (series). & Paper, each, $3.00 
NAS 1.14 : D-(nos.) 


D-6384. Experimental investigation of self-acting-lift-pad characteristics for main- 
—_ seal applications [with list of references] ; by be a Hady 
d Lawrence P. Ludwig. Oct. 1971. cover title, [1] +20 p. 
D-6393. Stability. and and control characteristics of large-scale deflected ae 
model with wing of 5.7 aspect ratio [with list of references] ; 
by a Robert Page and Srhomas N. Aiken. Oct. 1971. cover title, v+ 62 


D. 

D-6397. Static litaeate Saco ff Scout fin with enlarged tip control 
at Mach numbers from 0.40 to 4.63 [with list of references] ; by Robert 
Zs Do a and Thomas G. Muir. Sept. 1971. cover title, {1]+52 


D-6419. Inblasite soottertns calculations with projected le wave func- 
tions, cou sod channel treatment [ with list of Hera Sot Robert J. 
Aseuftto, Richard C. Braley, and William F. Ford. ort. cover 
title, [1]+21 p. il. 4° 
D-6422. Use of hi h-conductivity Bene easing material on D-shaped coolant passages 
in nozzles to red crest somneretenee [with list of ref- 
erences]; by Ronald & oer and Frank B. Molis. Sept. 1971. cover 
title, [11+17 pb. 4° 
D~6426. Elastic sepenee: = bias. -pl qineeate tires to braking forces [with list of 
references] ; Tanner, John L, McCarty, and Sidney A. 
Batterson. PR 4 im cover title, {11+30 . iL, 4° 
D-6431. Validation of general pernese airborne simulator for simulation of large 
transport aircraft otter qualities — list < - references) ; by 
Kenneth J. Szalai 1971. cover title, iv Ld 3 
D-—6432. Motion cue and ~ mK fidelity as ects of Vv: tiation of general pee 
ame airborne simulator [with list of references] ; by Kenneth J. Szalai. 
Oct. 1971. cover title, [1 b eee il. 4° 
D-6440. Dynamic stability derivatives of jet transport configuration with high 
trust-weight ration and externally blown jet flap [with list of ref- 
erences] ; by Sue B. Grafton, Lysle P. Partlett, and Charles C. Smith, 
jr. Sept. 1971. cover title, [17+81 p. il. 4° 
D-6441. Method for cet ng aerodynamic loading on wing-body combinations 
at small angles of attack in supersonic flow [with list of references] ; 
7 Charlie (Jackson, jr., and Wallace C. Sawyer. Oct. 1971. cover 
tle, [1]+32 p. il. 
D-6447. Sensor for detectin NEE penetration of pressurized cells [with list 
of references]; by Leonard R. McMaster. Sept. 1971. cover title, 
[1] +30 p. il. 40 
D-6460. Performance characteristics of single-engine fighter model fitted with 
in-flight thrust reverser [with list of references] ; by — L. Maiden 
and Charles BE. Mercer. Sept. 1971. cover title, (11+ = © il. 4° 
D-6462, Experimental laminar, transit tional, and — Sokiary ayer profiles 
on wedge at local Mach number 6.5 and comparisons with theory [with 
list of references] ; by Mi enedt C. Fischer and Dal V. Maddalon. Sept. 
1971. cover title, 11] +58 p. il . 4° 
D-6469. High-altitude flight test of reefed 12.2-meter-diameter disk-gap-band para- 
am e rw deployment at Mach number of 2.58 [with list of ref- 
mces] ; ohn 8. '. and R. Bruce Grow. Sept. 1971. cover 
tide, ee +111 p. 0 
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17945 D—6478. Power and load priority control concept for Brayton cycle power system 
[with list of references] ; by Eugene L. Kelsey and Richard N. Young. 
Oct. 1971. cover title, [1]+ 26 pb. il. 4° 

17946 D-6480. Comparisons of theoretical and experimental pressure distributions over 
wing-body model at high supersonic speeds [with list of references] ; 
by Lloyd S. Jernell. Sept. 1971. cover ttile, [1] +83 p. il. 4° 

17947 D-6488. Simulation study of emergency lunar escape to orbit using several 
simplified manual guidance and control techniques [with list of ref- 
erences]; by David B. Middleton and George J. Hurt, jr. Oct. 1971. 
cover title, [1]+-33 p. il. 4° 

17948 D-6491. High-pressure performance of combustor segments utilizing pressure- 
atomizing fuel nozzles and air swirlers for primary-zone mixing [with 
list of references]; by Robert D. Ingebo, Albert J. Doskocil, and 
Carl T. Norgren. Sept. 1971. cover title, [1] +36 p. il. 4° 

17949 D-6494. Fast neutron reactivity effects for refractory metallic samples measured 
in thermal homogeneous reactor [with list of references]; by Clar- 
ence R. Pierce, Daniel Fieno, and Donald F. Shook. Sept. 1971. cover 
title, [1] +25 p. il. 4° 

17950 D-6500. Photoconductive and optical properties of amorphous selenium [with 
list of references]; by John A. Woollam [and others.] Sept. 1971. 
cover title, [1] +26 p. il. 4° 

17951 D—6504. Solution of potential in semi-conductor with exponentially depth de- 
pendent conductivity and application to four-point-probe measure- 
ments [with list of references] ; by R. K. Franks and J. B, Robertson. 
Sept. 1971. cover title, [1] +15 p. il. 4° 

17952 D-6507. Irradiation effects on manual sighting accuracy of space-flight-rated 
sextant using simulated lunar and stellar targets [with list of ref- 
erences] ; by Frederick W. Boltz and Richard F. Haines. Sept. 1971. 
cover title, iii+23 p. il. 4° 

17953 D-6508. Improved method for calculating supersonic pressure fields about bodies 
of revolution [with list of references]; by Robert J. Mack. Oct. 
1971. cover title, [1]-+-34 p. il. 4° 

17954 D-—6509. Exploratory wind-tunnel investigation of deployable flexible ventural 
fins for use as emergency spin recovering device [with list of ref- 
erences] ; by Sanger M. Burk. jr. Oct. 1971. cover title, [1]+ 33 p. il. 4° 

17955 D—6512. Friction and wear of cobalt-molybdenum and cobalt-molybdenum- 
chromium alloys for prosthetics [with list of references] ; by Robert L. 
Johnson and Max A. Swikert. Oct. 1971, cover title, [1]+17 p. il. 4° 

17956 D-6513. Combined turbine-magneto-hydrodynamic Brayton cycle power system 
for space and ground use [with list of references]; by Lester D. 
Nichols. Oct. 1971. cover title, [1]-+-47 p. il. 4° 

17957 D-6514. Experiments on stability of water-lubricated Rayleigh step hydrody- 
namic journal bearings at zero load [with list of references] ; by Fred- 
rick T. Schuller. Sept. 1971. cover title, [1] +28 p. il. 4° 

17958 D—-6516. Measurements of ',P, in interval about T, for pure helium-4 and for 
three dilute mixtures of helium-3 in helium-4 [with list of references] ; 
by Rayjor W. H. Webeler and Gabriel Allen. Sept. 1971. cover title 
(1]+19 p. il. 4° 

17959 D—6517. Measurements and analysis of solid-propellant-rocket vibrations obtained 
during captive flight [with list of references] ; by James A. Schoenster. 
Oct. 1971. cover title, [1]-+39 p. il. 4° 

17960 D-—6524. Adhesion of polymers to tungsten as studied by field ion microscopy 
{with list of references]; by William A. Brainard and Donald H. 
Buckley. Oct. 1971. cover title, [1] +31 p. il. 4° 

17961 D—6525. Analysis of 35- to 150-kilowatt Brayton power-conversion module for 
use with advanced nuclear reactor [with list of references]; bv 
Paul T. Kerwin. Sept. 1971. cover title, [1]-+ 27 p. il. 4° 

17962 D-6526. Some limitations on use of damping in short pressure probes [with list 
of references] ; by Ted W. Nyland and Robert C. Anderson. Oct. 1971 
cover title, [1] + 25 p. il. 4° 

17963 D-6528. Exploratory investigations of yttrium, lanthanum, and hafnium coatines 
for nitridation protection of chromium alloys [ with list of references! : 
by Joseph R. Stephens. Oct. 1971. cover title, [1] +31 p. il. 4° 

17964 D-6536. Calculated pressure distributions and components of total-drag coeffi- 
cients for 18 constant-volume, slender bodies of revolution at zero 
incidence for Mach numbers from 2.0 to 12.0, with experimental 
aerodynamic characteristics for three of bodies [with list of refer- 
ences]; by Louis S. Stivers, jr. Oct. 1971. cover title, iv+96 p. i. 4° 

17965 D-6539. Fortran V program for predicting dynamic response of Apollo command 
module to Earth impact [with reference] ; by William E. Thomas, ir. 
Oct. 1971. cover title, viii+151 p. il. 4° 

17966 D-6550. Prediction of centerline shocklayer thickness and pressure distribution 
on delta wing-body configurations [with list of references]: hv 
George BE. Kaattari. Oct. 1971. cover title, iv-+19 p. il. 4° 


NASA technical report R (series). NAS 1.12 :(nos.) 
17967 363. Electron wave instabilities in magnetoplasma caused by electron-neutral 
collisions [with list of references] ; by John Q. Howell. Sept. 1971. cover 
title, iv+110 p. il. 4° Paper, $3.00. 
17968 374. Calculation of nonlinear conical flows by method of lines [with list of refer- 
ences]; by E. B. Klunker, Jerry C. South, jr., and Ruby M. Davis. Oct. 
1971. cover title, iv-+78 p. il. 4° & Paper, $3.00. 
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NASA technical translation TT (series). NAS 1.13/72: F-—(nos.) 
17969 F659. Numerical application of one new approximate method for solving bound 
ary value problems (| with list of references) ; by M. A. Aleksidse, N. M 
Arveladze, and N. L. Lekishvili. Sept. 1971. cover title, v +191 p. i. 4° 
(Transiation of Chisiennaya realizatixiya odnago novogo priblizhennogo 
metodo resheniya qpaniebaguh sadach, Metaniyereba Press, Tbilisi 
1960.) @ Paper, $4.00 
17970 F.-661. Constants of lunar physical libration (| with list of references); by A. A 
Goryoya. Sept. 1971. cover tithe, ¥+201 p. i 4 (Naukova Dumka 
Press, Kiev, 1060.) © Paper, $4.00 


1797! NASA technology utilization program, useful new technology, available to 


industry and other interested groupe [1071 cover tith, 16 p. ? 
@ Item 0-0 NAS1L2:T224 
17072 Reference earth orbital research and applications investigatiosr plise 
book). Jan. 1071 edition. (1071.) (NII 7190.1) 
+ 4 Earth efeervations (with tiet of avetlaotie Hecker md de 
t+@errve = * Paper The as ue ont uh ois a 
- 
17078 Skylab, program deeeription. ( 1071.) cover title, Gi p a [ir 
a2 aft cover ° Vaper mae a ~\ Sw opel @ ttem we « 
_ ' 4k 
m* ae fee aww «4 boon 
tien an | 


L1.7/2: J 57/8/971 


17878 Summer youth employment, a reference. [1971.] cover title, [3]-+20+14 p. 
4° (Manpower Administration.) {+ @ Item 745-A L1.7/2:Y8 


LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 
Bulletins. L 2.3: (nos.) 


17879 1595. W: chronology : _— Greyhound lines, 1945-67, supplement. Sept. 
tor. 15 p. 4° 
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National Archives facsimiles GS 4.11: ( nos.) 
17985 17. Treaty of Alliance with France. n.d. 6 sheets, each 14 x 11 in. [Treaty 
dated Feb. 6. 1778. American treaty ser no. 82, Record group 11, Gen 
eral records of United State overnment. Text in French and Bagtieh. | 
Paper, 2 
i7TOR4 19. Articles of Confederation. 0.4. 0 shee each i4 1) i Papers of Con 
tinental Congr: July 19. 177 ne. 47. Articles of Confederation, pia 
smd =draft tf thee and other misecellaneon paper 177 a4 Ne d 
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17889 Watch out for lead paint poisoning. [1971.] [4] p. i. narrow 12? ({[DHEW 
publication (HSM) 72-5101.]) + @ Item488-V-1 HD 20.2752: L46/2 


MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
Washington, DC 20350 


17890 Manual of Medical Department [1952], Change 68. Aug. 18, 1971. [2] p. 4° 
[Issued in looseleaf form.] %¢ D 206.8/2 : 952/ch.68 
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17891 


17892 


17893 


17894 
17895 


17896 


17897 


17898 


17899 


17900 


17901 


17902 


17903 


17904 


17905 


17906 


17907 


17908 





GoveRNMENT PUBLICATIONS 


U.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn. : 
Reports. ¢ D 206.10 : (nos. ) 
657. Use of pent contrast microscopy in clinical tar. 5, | (sua list of ref- 
erences]; by R. Brokaw, and R. Shiller Sever title, 
ili+8 + [2] p. 4° {Research work unit a $1-40421583 7.) 

659. Biochemistry of submarine and diving stress : Bifect, of chronic os pe reapnia 
on blood ee Ee actieit and pL. nucleotide system [ with 
list of references] ; By chael J. ok, and Karl B. Schaefer. March 9, 
1971. cover title, 1ii+7-+ [2] p. il. 4° esearch work unit MF 12.525.006- 
9028BA9K. ] 

665. Methemoglobin formation and red cell metabolism of guinea pigs during 
chronic hypercapnia [with list of references] ; by Stephen C. Wood, and 
Karl EB. Schaefer. May 3, 1971. cover title, iii+9+[2] p. il. 4° [Re- 
search work unit M4306.02—2030BAK9.01.] 


MINES BUREAU, Interior Dept. 
Washington, DC 20240 


Information circulars. @ Item 637-A I 28.27 : (nos.) 


8518. ania of natural gases, 1970; by L. E. Cardwell and L. F. Benton. 
([1971.] [3]+130p.4° * Paper, $1.50 (S/N 2401-0965). 
8523. Helium bibliography ‘of technical and scientific literature, 1965, including 
pe pers on alpha-particles ; by Philip C. Tully, Bmily Dowd , and Betty G. 
oe. [1971.] [2] -+xxxi-++ 760 p. 4° * Paper, $6.25 (S/N 2404-0968). 
8525. Petroleum and oil-shale research of Bureau of Mines, fiscal year 1969; by 
Bil a (1971.] [2]-+1ii 117 p. il. 4° + Mines Bureau, Pittsburgh, 
PA 1 


Cobalt; [by John D. Corrick]. [1971.] [2]+7 p. [Preprint from Minerals 


yearbook, 1970.] * Paper, 10c. I 28.37/a : C 632/970 


Iron and steel scrap; [by Harold J. Polta]. [1971.] [2]+15 p. il. [Preprint 
from Minerals yearbook, 1970.] * Paper, 15c. I 28.37/a: Ir 6/2/970 


Mineral industry of mainland China; [by K. P. Wang]. [1971.] [2]+20 


p. [Preprint from Minerals yearbook, 1970.] * Paper, 15c. 
I 28.37/a 2: C 441/970 
Mineral industry of Yugoslavia; [by Roman V. Sondermayer]. [1971.] [2] 
+16 p. [Preprint from yearbook, 1970.] * Paper, 15c. 
I 28.37/a 2: Y 9/970 


Potash; [by Donald E. Bilertsen]. [1971.] [2]+14 p. il. [Preprint from 
Minerals yearbook, 1970.] * Paper, 10c. I 28.37/a: P 847/970 
Pumice: [by Arthur C. Meisinger]. [1971.] [2]+5 p. il. [Preprint from 
Minerals yearbook, 1970.] * Paper, 10c. I 28.37/a : P 968/970 
Report of investigations. @ Item 637—A I 28.23 : (nos. ) 


7569. Preparation of thorium-magnesium alloys and pure thorium by magnesium 
reduction of thorium tetrachloride [with list of references]; by T. T. 
Campbell, G. B. Robidart, and F. E. Block. [1971.] [3]+17 p. il. 4° 
+ Mines Bureau, Pittsburgh, PA 15213 

7570. Dispersion strengthening of lead by coprecipitation [with list of refer- 
ences] ; by M. M. Tilman, R. L. Crosby, and D. H. Desy. [1971.] [3]+9 
p. il. 4¢ Mines Bureau, Pittsburgh, PA 15213 

7571. Hardness, tensile strength, and impact toughness of reservoir sandstone 
at extreme temperature [with list of references] ; ox C. A. Komar. 
{1971.] [8] +8 p. 4° + Mines Bureau, Pittsburgh, PA 15213 

7572. Fragmentation of concrete with hydraulic jets [with list of references]; 
by Jacob N. Frank and John W. Chester. [1971.] [2]+ii+32 p. il. 4° 
+ Mines Bureau, Pittsburgh, PA 15213 


7573. Oxidation process for improving ag § recovery from carbon-bearing gold 
ores [with list of references] ; by B. J. Scheiner, R. E. Lindstrom, and 
Tap, Menste: {1971.] [3]+14 p. il. 4° + Mines Bureau, Pittsburgh, PA 


7574, Airblast-overpressure levels from confined underground production blasts 
[with list of references]; by James J. Olson and Larry R. Fletcher. 
{1971.] [3] +24 p.il.4° + Mines Bureau, Pittsburgh, PA 15213 
L.C. card 74—-616003 


17909 Silicon; [by Frank L. Fisher]. [1971.] [2]+3 p. [Preprint from Minerals 


yearbook, 1970.] * Paper, 10c. I 28.37/a : Si 34/970 


MINT BUREAU, Treasury Dept. 
Washington, DC 20220 


17910 Annual report of Director of Mint for fiscal year June 30, 1970, Errata. 
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[1971.] [3] p. + @ Item 965 T 28.1: 970/errata 
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MOTOR CARRIER SAFETY ee, ao ppeeeriatinn Dept. 


Washingten, DC 
17911 Motor carrier safety regulations, revised to include amendments as of 
July 1, 1971. [1971.] cover title, [1]4+105 p. il. * Paper, 65c. (S/N 5004- 
0006). @ Item 689 TD 2.306: M 85/971 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washing‘on, DC 20546 

17912 Computer program abstracts, cumulative issue, July 15, 1969-July 15, 1971. 

July 1971. cover title, [2]+vi+143+I1-103 p. 4° [Includes abstracts 

M69—10001—M71-—10120. Supersedes all previous issues through v. 3, no. 2.] 

* Paper, $2.00 (S/N 3300-0401). @ Item 830-X NAS 1.44/2: 969-71 

Jet Propulsion Laboratory, California Institute of Technology: JPL/HR 


series. 
17913 —s 2. Project, ——, chronology ; by R. Cargill Hall. Apr. 1971. cover title, xiii+581 
“he 7+ © Item 830-—H-3 
L. ee 70-814469 NAS 1.12/4:2 


NASA contractor report CR (series). & Paper, each, $3.00. 
NAS 1.26: (nos. ) 

17914 1733. Optical propagation measurements at Emerson Lake, 1968 [with lists of 
references]; by Gus E. Mevers, Melvin P. Keister, jr., and David L. 
Fried. Sept. 1971. cover title, x+-221 p. il. 4° [Prepared under contract 
NAS 1-7705 by Autonetics Division, North American Rockwell Corpora- 
tion, Anaheim, Calif.] 

17915 1734. Advanced structural geometiy studies: pt. 1, Polyhedral subdivision con- 
cepts for structural applic.tions ; by Joseph D. Clinton. Sept. 1971. cover 
title, v+203 p. il. 4° [Prepared under grant NGR-14—008—002 by 
Southern Illinois University, Carbondale, Ill. Pages 45-75, 97-144 and 
163-184 are left blank and the programs described on those pages are 
he grag from COSMIC, University of Georgia, Barrow Hall, Athens, GA 


060 

17916 1768. Flight instrument and telemetry response and its inversion [with list of 
references] ; by M. R. Weinber; 7; Sept. 1971. cover title, xii+ 250 p. il. 
4° [Prepared under contract NAS 1—8541 by Avco Corporation, Systems 
Division, Wilmington, Mass. ] 

17917 1769. Analytical investigation of effects of blade flexibility, unsteady aerody- 
namics, and variable inflow on helicopter rotor stall characteristics [with 
list of references]; by E. D. Bellinger. Sept. 1971. cover title, [1]+114 
p. il. 4° [Prepared under contract NAS 1-8350 by United Aircraft Cor- 
poration, United Aircraft Research Division, East Hartford, Conn.] 

17918 1776. Doppler radar simulation studies [with list * 8 grreye LE : by William D. 
Stanley. Oct. 1971. cover title, viii+114 4° [Prepared under con- 
tract NGR 47—003-015 by old ee ntversty, School of Engineer- 
ing and Research Foundation, Norfolk, 

17919 1791. Preparation and characterization se f pprrones as thermal structural mate- 

rials [with list of references] ; G. Kimmel and L. E. Karre. Sept. 
1971. eover title, vii+ 91 p. il Fe, ¥ [Pecpered under contract NAS 1—7381 
by Hughes Aircraft Company, Culver City, Calif.] 

17920 1880. Engineering study of flexible baffles for slosh suppression [with list of 
references]; by Franklin T. Dodge. Sept. 1971. cover title, [1]+21 

. il, 4° [Prepared under grant NASI-10074 by Southwest Research 
nstitute, San Antonio, Tex.] 

17921 1822. Predictions on characteristics of minimal 2-impulse orbital transfer under 
arbitrary terminal conditions by using bounding trajectories [with list 
of references] ; by Fang Toh Sun. Oct. 1971. cover ttile, xv-+100 p. il. 4° 
[Prepared under grant NGR-—17-—003-008 by Wichita State University, 
Wichita, Kans. ] 

17922 1828. Initial development of ~aes og § non-isoenergetic compressible free shear layer 
[with list of references]; by P. Carpenter and W. Tabakoff. Oct. 1971. 
cover title, xviii+ 120 p. il. y 4 [Prepared under grant NGL-36—004—-014 
iM of Space Sciences, University of Cincinnati, Cincinnati, 

0. 

17923 1829. Hot-salt stress corrosion cracking of titanium alloys [with list of refer- 
ences] ; by R. S. Ondrejcin. Oct. 1971. cover title, iv-+-22 p. il. 4° [Pre- 
gar under contract R—-124 by E. I. Du Pont de Nemours & Co., Aiken, 


17924 1846. Effect 1 composition on mechanism of stress-corrosion ae of titanium 
alloys in N.O.s, and aqueous and hot-salt Oat abet pt. 2 [with list 
of references] ; by J. D. Boyd [and others]. Oct. 1971. cover title, xii+68 
P; il, 4° [Prepared under contract WAST 190(08) by Battelle Memorial 

nstitute, Columbus, Ohio. ] 

17925 1896. Heat and momentum transfer model studies applicable to Fa te 
forced Mn T Poppendiek. boiling [with list of: references] ; 

Sabin and H ndiek. Sept. 1971. cover title, vii+ 263 +4 fi 40 
eae ome continet NAS 30426 by Geoscience Ltd., Solana Beach, 


@For Sale . Y owen: Information Service, 
Springfield, VA 22 
@Sent to Depeattors 1 Libraries Page 47 
450-823 O—72——-6 











GovERNMENT PUBLICATIONS 


NASA contractor report CR (series)—Continued 
1898. Performance of cylindrical converters with preferred-crystal-orientation 


17926 


17927 


17928 


Sra of am ge of es deposited gr — list of references] ; 

Samstad, nko, and J. Case. Sept. 1971. cover title, 

be iad . il. 4° ‘tame under a ae NAS. ‘S-8511 by General 
tric Company, Pleasanton, Calif. ] 


1931. Stability of plane vortex sheet between gases exchanging heat by radia- 


tion Stag th ge Bree ; by Burton BH. Bno. Sept. 1971. cover title, 
{1]+ red by Cornell University, Ithaca, N.Y., under 
tt ashe GL 88-0100 2 for Lewis Research Center. ] 


1935. oe of mechanisms ones. ultraviolet photochemistry of associated 


and 4 ie systems [with list of references]; by Michael Anbar and 
G. A. St. John. Oct. 1971. cover title, iv+55 p. il. 4° [Prepared under 
contract NAS 2-5937 by Stanford Research Institute, Menlo Park, Calif.] 


NASA EP (series). 
22. Tale ide a" 1971.] cover title, 20 p. il. oblong 8° [Some illustrations are 


17929 


aper, 60c. (S/N 3300-0396). @ Item 830-G 
NAS 1.19: 22/3 


NASA SP (series). 
7037 (08). Aapenentival engineering, special bibliography with indexes, supp. 8. 


17930 


ug. 1971.] [169] p. 4° (Scientific and Technical Information 

ce, Office of Industry Affairs and Technology Utilization.) [Selec- 
tion of annotated references to unclassified orts and journal arti- 
eles that were introduced into NASA scientific and technical 
information system and announced in July. 1971 in Scientific and 
technical aerospace reports (STAR) and International aerospace 
abstracts (IAA).] # Paper, $3.00. NAS 1.21 : 7037 (08) 


NASA technical note TN (series). & Paper, each, $3.00. 


17931 


17932 


17933 


17934 


17935 


17936 
17937 
17938 


17939 


17940 


17941 
17942 


17943 


17944 
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D-6384. 


D-6393. 


D-6397. 


D-6419. 


D-6422. 


D-6426. 


D-6431. 


D-6432, 


D-6440. 


D-6447. 


D-6460. P 


D-6462, 


D-6469. 


NAS 1.14: D-(nos.) 


Superinenesl investigation of self-acting-lift-pad cpatncterietice for main- 
— seal applications [with list of references] ; William F. Hady 
id Lawrence P. Ludwig. Oct. 1971. cover title, iti +20 p. il. 4° 
stability and and control characteristics of large-scale defiected slipstream 
model with wing of 5.7 aspect ratio [with list of references 

by fe ee Page and Thomas N. Aiken. Oct. 1971. cover title, v+ 3 
D. © 

Static aerodynamic ymin 9p Sag P Scout fin with enlarged tip control 

at Mach numbers from 0.40 to 4.63 [with list of references] ; by Robert 

= ) > pen and Thomas G., Muir. Sept. 1971. cover title, {1}+52 


Invieviie PIE calculations with re ected bes aad ra wave func- 
tions eon led channel treatment [ with list of Thera Beat Robert J. 
ichard C. Braley, and William F. Ford. ort cover 
title, r1i+24 p 11, 40 
Use of hi n-conductivity F  npene ding material on D-shaped coolant passages 
in nozz crest mnereeree [with list of ref- 
erences] ; by Honald & oat and Frank B. Molls. Sept. 1971. cover 
title, [11+17 pb. il. 4° 
Elastic response of bmg ply aircraft tires to braking forces [with list of 
references]; by John Tanner, John L. McCarty, and Sidney A. 
Batterson. Sept. 1971. cover title, [1] +30 p. il. 4° 
Validation 0 of general perpese airborne simu ator ey simulation of large 
transport aircraft handling qualities [wi ist of references]; by 
Kenneth J. Szalai. Oct. 1971. cover title, te, v1 
Motion cue and simulation fidelity a to putas of general pur- 
pose airborne simulator [with list o: vefevenees] ; by Kenneth J. Szalai. 
Oct. 1971. cover title, [1 thea ay il. 4° 
Dynamic stability derivatives of jet transport configuration with high 
trust-weight ration and externally blown jet flap [with list of ret. 
erences]; by Sue B. Grafton, sle P. Partlett, and Charles C. Smith, 
jr. Sept. i971. cover title, fiy+ 1 p, il. 4° 


. Method for wan eer | aerodynamic loading on wing-body combinations 


at small angles of attack in su onic flow [with list of references] ; 
by Charlie Jackson, jr., and Wallace C. Sawyer. Oct. 1971. cover 
title, 11] +22 p. il. 4° 
Sensor for detecting meteoroid penetration of pressurized cells [with list 
ti tse a y Leonard R. MeMaster. Sept. 1971. cover title, 
o 
rformanee ¢ characteristics of single-engine fighter model fitted with 
- t thrust reverser [with list of references] ; by Donald i ee 
and ries E. Mercer. t. 1971. cover title, 1] +129 3 
Experimental laminar, tr: transitional and turbulent dar ayer 
on wee, at local Mach number 6.5 and comparisons with theory [with 
list of references] ; by Michael C. Fischer and Dal V. Maddalon. Sept. 
1971. cover title, fi} 58 p. il. 4° 
High-altitude ae et test of reefed 12,2-meter-diameter disk-gap-band para- 
ehute with loyment at Mach number of 2.58 [with list of ref- 
erences]; by John 8. a ed and R. Bruce Grow. Sept. 1971. cover 
title, 11] +64+111 p. i. 4° 
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D-6494. 


D—6500. 
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D-6507. 


D-6508. 


D-6509. 


D—6512. 


D-6513. 


D-6514. 


D—-6525. 


D-6526. 


D-~3528. 


D-6536. 


D-6539. 
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Power and load priority control concept for Brayton Te power system 
{with list of references] ; by Eugene L. Kelsey and Richard N. Young. 
Oct. 1971. cover title, {1]+ 26 pb. il. 4° 
Comparisons of theoretical and experimental pressure distributions over 
wing-body model at high supersonic speeds [with list of references] ; 
by Lioyd S. Jernell. Sept. 1971. cover ttile, [1] +83 p. il. 4° 
Simulation study of emergency lunar escape to orbit using several 
simplified manual guidance and control techniques [with list of ref- 
erences]; by David B. Middleton and George J. Hurt, jr. Oct. 1971. 
cover title, [1]-+33 p. il. 4° 
High-pressure performance of combustor segments utilizing pressure- 
atomizing fuel nozzles and air swirlers for primary-zone mixing [with 
list of references]; by Robert D. Ingebo, Albert J. Doskocil, and 
Carl T. Norgren. Sept. 1971. cover title, [1] +36 p. il. 4° 
Fast neutron reactivity effects for refractory metallic samples measured 
in thermal homogeneous reactor [with list of references] ; by Clar- 
ence R. Pierce, Daniel Fieno, and Donald F. Shook. Sept. 1971. cover 
title, [1] + 25 p. il. 4° 
Photoconductive and optical properties of amorphous selenium [with 
list of references]; by John A. Woollam [and others.] Sept. 1971. 
cover title, [1] +26 p. il. 4° 
Solution of potential in semi-conductor with exponentially depth de- 
pendent conductivity and application to four-point-probe measure- 
ments [with list of references] ; by R. K. Franks and J. B. Robertson. 
Sept. 1971. cover title, [1] +15 p. il. 4° 
Irradiation effects on manual sighting accuracy of space-flight-rated 
sextant using simulated lunar and stellar targets [with list of ref- 
erences] ; by Frederick W. Boltz and Richard F. Haines. Sept. 1971. 
cover title, iii+ 23 p. il. 4° 
Improved method for calculating supersonic pressure fields about bodies 
of revolution [with list of references]; by Robert J. Mack. Oct. 
1971. cover title, [1]-+-34 p. il. 4° 
Exploratory wind-tunnel investigation of deployable flexible ventural 
fins for use as emergency spin recovering device [with list of ref- 
erences] ; by Sanger M. Burk. jr. Oct. 1971. cover title, [1] +33 p. il. 4° 
Friction and wear of cobalt-molybdenum and _ cobalt-molybdenum- 
chromium alloys for prosthetics [with list of references] ; by Robert L. 
Johnson and Max A. Swikert. Oct. 1971, cover title, [1]+17 p. il. 4° 
Combined turbine-magneto-hydrodynamic Brayton cycle power system 
for space and ground use [with list of references]; by Lester D. 
Nichols. Oct. 1971. cover title, [1] +47 p. il. 4° 
Experiments on stability of water-lubricated Rayleigh step hydrody- 
namic journal bearings at zero load [with list of references] ; by Fred- 
rick T. Schuller. Sept. 1971. cover title, [1] +28 p. il. 4° 
. Measurements of ',P, in interval about T, for pure helium-4 and for 
three dilute mixtures of helium-3 in helium-4 [with list of references] ; 
by Rayjor W. H. Webeler and Gabriel Allen, Sept. 1971. cover title 
[1] +19 p. il. 4° 

. Measurements and analysis of solid-propellant-rocket vibrations obtained 
during captive flight [with list of references] ; by James A. Schoenster. 
Oct. 1971. cover title, [1]-+39 p. il. 4¢ 

. Adhesion of polymers to tungsten as studied by field ion microscopy 
(with list of references]; by William A. Brainard and Donald H. 
Buckley. Oct. 1971. cover title, [1] +31 p. il. 4° 

Analysis of 35- to 150-kilowatt Brayton power-conversion module for 
use with advanced nuclear reactor [with list of references]; hy 
Paul T. Kerwin. Sept. 1971. cover title, [1]-+ 27 p. il. 4° 

Some limitations on use of damping in short pressure probes [with list 
of references] ; by Ted W. Nyland and Robert C. Anderson. Oct. 1971 
cover title, [1] +25 p. 1. 4¢ 

Ernloratory investigations of yttrium, lanthanum, and hafnium coatings 
for nitridation protection of chromium alloys [with list of references! : 
by Joseph R. Stephens. Oct. 1971. cover title, [1] +31 p. il. 4° 

Caleulated pressure distributions and components of total-drag coeffi- 
cients for 18 constant-volume, slender bodies of revolution at zero 
incidence for Mach numbers from 2.0 to 12.0, with experimental 
aerodynamic characteristics for three of bodies [with list of refer- 
ences]; by Louis 8S. Stivers, jr. Oct. 1971. cover title, iv+96 p. U. 4° 

Fortran V program for predicting dynamic response of Apollo command 
module to Earth impact [with reference] ; by William E. Thomas, ir. 
Oct. 1971. cover title, viii+151 p. il. 4° 

Prediction of centerline shocklayer thickness and pressure distribution 
on delta wing-body configurations [with list of references]: hv 
George E. Kaattari. Oct. 1971. cover title, iv-+19 p. il. 4° 


NASA technical report R (series). NAS 1.12 :(nos.) 
363. Electron wave instabilities in magnetoplasma caused by electron-neutral 


collisions [with list of references] ; by John Q. Howell. Sept. 1971. cover 
title, iv+110 p. il. 4° Paper, $3.00. 


374. Calculation of nonlinear conical flows by method of lines [with list of refer- 


ences]; by E. B. Klunker, Jerry C. South, jr., and Ruby M. Davis. Oct. 
1971. cover title, iv+78 p. il. 4°° & Paper, $3.00. 
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NASA technical translation TT (series). NAS 1.13/2 : F—(nos.) 
17969 #F-659. Numerical application of one new approximate method for solving bound- 
ary value problems [with list of references] ; by M. A. Aleksidze, N. M. 
Arveladze, and N. L. Lekishvili. Sept. 1971. cover title, v-+191 p. il. 4° 
[Translation of yn realizatisiya odnogo novogo pribliziennogo 
metodo resheniya — nykh zadach, Metsniyereba Press, Tbilisi, 
1969.] # Paper, $ 

17970 F-661. Constants of lunar physical libration [with list of references] ; by A. 

sorrare, Sept. 1971. cover title, v-+201 p. il 4° [Naukova Loe 
Press, Kiev, 1969.] & Paper, $3.00. 

17971 NASA technology utilization program, useful new technology, available to 
industry and other interested groups. [1971.] cover title, 16 p. il. + 
@ Item 830-0 NAS 1.2: T 22/4 


17972 Reference earth orbital research and applications investigations (blue 
book). Jan. 1971 edition. [1971.] (NHB 7150.1) 
v. 4. Barth ewes Ny A ae dist of available background data]. cover title, 
i-li+v—-x+72 4° * Paper, 75c. (S/N reece b item ae} 
$1.2: Ba 7/3/v.4 
17978 Skylab, program description. [1971.] cover title, 64 p. il. 4° [Preface on 
p. 2 of cover.] * Paper, 60c. (S/N 3300-0411). @ Item 830-C 
NAS 1.2: Sk9 


NATIONAL AGRICULTURAL LIBRARY, Agriculture Dept. 
Washington, DC 20250 


17974 Agricultural sciences information network, National Agricultural Library, 
Beltsville, Md. [May 1970.] [6] p. narrow 8° + @ Item 95 


A17.2: Sci 2 
17975 Card catalogs of National Agricultural Library, how to use them. [Jan. 
1971.] [4] p. il. 4° + @ Item 95 A17.2:C17 


NATIONAL AIR AND SPACE MUSEUM, Smithsonian Institution 
Washington, DC 20560 


Smithsonian annals of flight. 
17976 #85. Wright Brothers’ engines and their design [with yt el by] Leonard 8. 
Hobbs. 1971. a Tae e il. * Paper, 0c. @ Item 922- 
L.C, card 78—-61496: 819.9: 5 


NATIONAL ARCHIVES AND RECORDS SERVICE, General Services 
Administration, Washington, DC 20408 


17977 Art of diplomacy. 1971. 52 p. il. 4° ([{National Archives publication 71-11; 
National Archives Trust Fund Board.]) [Cover: British skippet of early 
19th century. Most illustrations are colored.] f Paper, $3.50. 

L.C. card 70-610215 GS 4.2: D59 


17978 Charters of freedom. Declaration of Independence, Constitution of United 
States, [and] Bill of Rights. [1969.] [8] p. il. p. 7 facsim. large 4° (Na- 
tional Archives publication 53-14.) + Paper, 25c. GS 4.2: C 38/969 


17979 Hmancipation Proclamation. 1962. Portfolio of 1 sheet, 5 facsim., each 19.3 


x 12in. ({ National Archives Trust Fund Board.]) + Paper, 50c. 
GS 4.2: Em1 


17980 Formation of the Union, documentary history based upon exhibit in Na- 
tional Archives Building. [1970.] 80 p. il. 4° ([{National Archives pub- 
lication 70-13; National Archives Trust Fund Board.]) [Cover design 
by Toni Dibrell.] + Paper, 75c. 

L.C. card 72-607019 GS 4.2: Un 3/2 

17981 Formation of the Union. n.d. Portfolio of 1 sheet, 119 facsim., each 
14 x 11 in. [Facsimile packet based upon exhibit in National Archives 
Building.] + Paper, $5.00. GS 4.11/2: Un3 

17982 Into the new realm, documentary history of America’s venture into space. 
1970. 40 p. il. 4° ({National Archives publication 70-10.]) [Cover 
design by Toni Dibrell.] + Paper, 75c. GS 4.2: R22 
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17983 


17984 


17985 


17986 


17987 


17988 


Decemeer 1971 


National Archives facsimiles. GS 4.11: (nos.) 


17. Treaty of Alliance with France. n.d. 6 sheets, each 14 x 11 in. [Treaty 
dated Feb. 6, 1778, American treaty series, no. 82, Record group 11, Gen- 
eral records of United States Government. Text in French and English.] 
+ Paper, 25c. , 

19. Articles of Confederation. n.d. 9 sheets, each 14 x 11 in. [Papers of Con- 
tinental Congress, July 19, 1778; no. 47, Articles of Confederation, plans 
and drafts of treaties and other miscellaneous papers, 1775-84, Record 
group 360, Records of Continental and Confederation Congresses and 
Corstitutional Convention.] + Paper, 50c. : 

22. Treaty of Paris of 1783. n.d. 9 sheets, each 14 x 11 in. [American original, 
duplicate, Sept. 3, 1783, Treaty series 104, Record group 11, General 
records of United States Government.] + Paper, 25c. 

23. Plan for government of Western Country. n.d. 3 sheets, each 14 x 11 in. 
{Report of Mr. Jefferson, Mr. Chase and Mr. Howell delivered March 1, 
1784.] + Paper, 25c. 


National Archives microfilm publication: Pamphlet describing [micro- 


copy J. GS 4.20: (nos. ) 
247. Papers of Continental Congress, 1774-1789; [revised and compiled by 
Kenneth E. Harris]. 1971. cover title, 67 p. [Records reproduced are from 
Records of Continental and Confederation congresses and Constitutional 
Convention, record group 360.] + 
845. Schedules of Florida State census of 1885; [prepared by Kathleen E. Riley). 
971. cover title, 3 p. 


17989 Northwest Ordinance. [1970.] [3] p. f° [Facsimile of document in Na- 


tional Archives, Washington, D.C.] + Paper, 25c. GS 4.11/2: N 81 


17990 Old Navy: 1, 1779-1815, prints and watercolors reproduced from collection 


of Franklin Delano Roosevelt at Hyde Park. [1970.] portfolio of 10 
prints, each 11 x 14 or 14 x 11 in. ([National Archives Trust Fund 
Board.]) [Cover design by Toni Dibrell; Includes the following prints: 
Engagement of the Serapis, by Bon Homme Richard; John Paul Jones; 
American merchant ship Planter in action; Capture of U.S. frigate 
Philadelphia ; Commodore Preble’s squadron at Tripoli; Blowing up 
of Fireship Intrepid at Tripoli; Action between United States and 
H.B.M. frigate Macedonian; Commodore O. H. Perry’s victory on Lake 
Erie ; Capture of H.M.S. Cyane and H.M.S. Levant, 1815; British frigate 
pursuing American Schooner.] * Paper, $2.00 per set; single prints 25c. 

GS 4.2: N 22/port.1 


17991 Old Navy: 2, 1816-60, prints and watercolors, reproduced from collection 


of Franklin Delano Roosevelt at Hyde Park. [1970.] portfolio of 10 
prints, each 11 x 14 or 14 x 11 in. ([National Archives Trust Fund 
Board.]) [Cover design by Toni Dibrell. Includes the following prints: 
U.S.S. North Carolina; U.S. frigate Macedonian off Boston; U.S. frigate 
Macedonian in distress; Captain Ingraham vindicating American honor 
at Smyrna, Turkey; Dale begins operation in Mexican waters; U.S. 
naval expedition under Commodore M. C. Perry ; U.S. steamers Scorpion, 
Spitfire, Vixen, and Scourge with 40 barges at mouth of Tabasco River: 
Naval expeditions under Commodore M. C. Perry at Devils Bend; U.S. 
steam frigate in Japanese harbor; American steamship.] * Paper, $2.00 
per set; single prints 25c. GS 4.2: N 22/port.2 


17992 Story of Bill of Rights, exhibit [of] documents, rare imprints and por- 


traits to commemorate 175th anniversary of ratification of Bill of 
Rights. [1966.] vi+24 p. il. 4° ([National Archives publication 67-4; 
National Archives Trust Fund Board.]) [Cover design is reproduced 
courtesy of artist. Herbert Block.] + Paper, 60c. GS 4.2: B49 


17993 Washington’s inaugural address of 1789 [background information and 


17994 


facsimile]. [1963.] [2]+14 p. narrow f° ([National Archives Trust 
Fund Board.]) + Paper, 50c. GS 4.2: W 27 


NATICNAL BUREAU OF STANDARDS, Commerce Dept. 
Gaithersburg, MD 20760 


Building science series. 


36. Interrelations between cement and concrete properties, pt. 6 [with list of ref- 
erences] ; by James R. Clifton and Robert G. Mathey. Aug. 1971. 11i-+115+ 

[1] p. 4¢ * Paper, $1.25 (S/N 0303-0850). @ Item 241— 
C13.29/2: 36 
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GovERNMENT PUBLICATIONS 


Federal information processing standards publication, FIPS pub. [Issued 
with perforations.] * Paper, $12.00 (including all new FIPS publica- 
tions and supplements for an indefinite period), $3.00 additional for 
foreign mailing; single copies vary in price. @ Item 248-D 


13. Rectangular holes in 12-row punched cards. Oct, 1, 1971. 4 p. 4° 1 oa eeorz 
hardware standard ; subcategory, interchange codes and as a.] * Paper, 


10c. 

15. Subsets of standard code for information interchange. Oct. 1, 1971. cover title, 
10 p. 4° [Cate, ory, hardware standard; subcategory, interchange codes 
and media. ] aper, 25c. 

16. a sequencing of of code for information intanebonse in serial-by-bit data trans- 

, 1971. 4 p. 4° [Category, hardware standard ; subcategory, 
amen A pa i * Paper, 

17. Character structure and character parity sense for serial-by-bit data com- 
munication in code for information interchange. Oct. 1, 1971.4 p.4° [Cate- 
gory, hardware standard ; subcategory, transmission. T * Paper, 10c. 

18. Character structure and character parity sense for parallel-by-bit data com- 
munication in code for information "atanohange Oct. 1, 1971, 4 a cod 
[Category hardware standard ; subcategory, transmission.] * Paper, 1 


NBS list of publications. 


53. List of Voluntary product standards, Commercial standards, and Simplified 
practice recommendations. Revised July 1971. [1971.] 12 p. 4° ft Spe- 
cial offer C 13.37 : 53 
Special publications. @ Item 247 C 13.10: (nos.) 
260-31. Standard pptarenee motutele: Thermal conductivity of ay tong iron, 
SRM 734, from 4 to 300 K; [by] J. G. Hust and L, L. Sparks. Nov. 

1971. vii+14+4[5] p. il, 4° ’* Paper, 35¢ 
842. Precision measurement and fundamental constants, proceedings of inter- 


national conference held at National Bureau of tandards, Gainey. 
burg, Md., Aug. 3-7, 1970 [with lists of references] ; edited b; A 
Langenberg and B. N. Taylor, Aug. 1971. xiv+531 p. il. 4° 2 paper, 


6.00, 
C. card 73-610425 


Technical notes. C 13.46 (nos. ) 
496. Rare gas reasonance lamps, , R. Gorden, jr., R. B. Rebbert, and P. Ausloos, 
Errata, Sept. 10, 1971. 1 p. t 

598. Methods of measurement for oo A materials om eontrol, and 

= ces, quarterly report, Jan. 1—Mar. a," 1971 [with ists of references] ; ; 

ted by W. Murray Bullis. Oct. 1971. vi+48-+-[1] p. il. 4° (Hlectronic 

Tochtolas Division, Tpatitate for A plied hy coy [Jointly supported 

by National Bureau of Standards, fense Atomic Support Agency, Navy 

Strategic Systems Project Office, Navy Electronic Systems Command, Air 

Force eapons Laboratory Atomic ee Commission, and National 
Aeronautics and rvnwad Administration. ] aper, 55c. 

599. yever of selected d mted processing systems [with list of references ; 
by] Dlizabeth Fong. e Oct. etire 1i+66 p. 4° * Paper, 65c. 


Voluntary product standard PS (series). :([Office of Engineering Stand- 
ards Service.]) @ Item 243 C 13.20/2: (nos. ) 
48-71. Poise quantities of cubed, sized, crushed, and block ice. [Nov. 1971.] 

p. [Effective July 15, 1971.1 * Paper, 15c. 
49-71. Pogigite picnic coolers. [ Oct. 1971.] iv+6 p. [Effective July 19, 1971.] 
Paper, 


NATIONAL CENTER FOR HEALTH STATISTICS, Health, Education, 
and Welfare Dept., Washington, DC 20201 


Vital and health statistics: Series 2, Data evaluation and methods 
research. 

48. Sample design and estimation procedures for national health examination, 

survey of children [with list ¢ -references ; by Wait R. Simmons]. Aug. 

1971. cover title, vi+40 p. il 4° (DHBEW publication (HSM) 72-1005; 

+ Paper of Statistical hy ey Division of Health Examination Statistics. ] ) 


Paper, 50c. 
Ceara 7 ry HB 20.2210 : 2/43 


— ms 11, Data from National Health Survey. 

106. Decayed, missing, ag filled 4 amas children, United States, [with list 
of references ; |b James B. pam A and James V. Scanlon]. Aug. 1971. 
Ard v P én e Toementy = lic Health Service Lg teation 1000; 
amination Statistics.] ) ts epared i cooperation 
a ; ee cer oan DHEW publication (HSM) 72-1003. } Paper, 

50c. @ Item 500-B 
L.C. card 74—-608551 HB 20.2210 : 11/106 
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—— Series 20, Data from National Vital Statistics System. 

11. Leading components of upturn in mortality for men, United States, 1952-67 
[with list of references ; by A. Joan Klebba]. Sept. 1971. iv+46 p. il. 4° 
({Formerly Public Health Service publication 1000; Division of Vital Sta- 
tistics.]) * Paper, 50c. @ Item 500—-E 
L.C. ecard 70—610282 HE 20.2210: 20/11 

—— Series 21, Data from National Vital Statistics System. 

21. Marriages, trends and characteristics, United States; [by Alice M. Hetzel and 
Marlene Cappetta]. Sept. 1971. iv+35 p. il. 4¢° (DHEW publication 
(HSM) 72-1007.) * Paper, 45c. @ Item 500-E 
L.C. card 73—610283 HE 20.2210: 21/21 

Vital statistics of United States, 1968. (Division of Vital Statistics.) 


v. 3. Marriage and divorce, 1971. [106] p. il. 4° ((HSM) 72-1103.) * Cloth, 
$3.00 (S/N 1722-0170). @ Item 510 HE 20.2212 : 968/v.3 


NATIONAL CENTER FOR SOCIAL STATISTICS, Health, Education, 
and Welfare Dept. Washington, DC 20201 


Notg.—The National Center for Social Statistics was established as part of 
Social and Rehabilitation Service to provide staff coordination, direction, and advice 
for all statistical activities and programs for SRS. 

Public assistance under Federally aided programs: Costs of State and local 
administration, services, and training, calendar year ended Dec. 31, 1970. 
Aug. 11, 1971. [2] p.+5 tabs. 4° (NCSS report F-38 (CY-70).) [Issued 
with perforations.] 7 HE 17.633 : 970-2 

Public welfare personnel, annual statistical data, fiscal year 1970. Sept. 27, 
1971. [2]+27 p. il. 4° (NCSS report E-2 (FY 70) ; DHEW publication 
(SRS) 72-03251.) [Issued with perforations.] + HE 17.629 : 970 

Source of funds expended for public assistance payments, calendar year 
ended Dec. 31, 1970. Aug. 11, 1971. [2] p.+11 tabs. 4° (NOCOSS report F-1 
(CY 70).) [Issued with perforations.] + HE 17.631 : 970-2 


NATIONAL CLEARINGHOUSE FOR SMOKING AND HEALTH 
Health, Education, and Welfare Dept., Rockville, MD 20852 


Tar and nicotine content of cigarettes, Federal Trade Commission, Aug. 
1971 [card]. 1971. 8.5 x 3.8 in. (DHEW publication (HSM) 72-7510.) 
* Paper, $1.50 per 100; single copy 5c. (S/N 1727-0028). @ Item 
483-L-1 HD 20.2602 : T 17/971 


NATIONAL COLLECTION OF FINE ARTS, Smithsonian 
Institution, Washington, DC 20560 


Boris Anisfeldt, 20 years of designs for the theater [with selected bibliog- 
raphy; by] Janet A. Flint. Smithsonian Institution Press, 1971. 35 p. il. 
4° [Exhibition Sept. 20-Nov. 7, 1971, National Collection of Fine Arts, 
Smithsonian Institution.] * Paper, $1.00 (S/N 4703-0011). 

L.C. card 79-17422 $16.2: An5 


NATIONAL GUARD BUREAU, Defense Dept. 
Washington, DC 20310 


Army Guard belongs, maybe you belong as Army Guard aviator. [1971.] 
[2] p. f° folded into oblong 32° { @ Item 356 D 12.2: Ar 5/2 
NGB pamphlet. 

680-2. Enlisted personnel reporting system, RCS:ARNGB-1. [Oct. 27, 1971.] 
cover title, 62+ [1] p. il. 4° (Department of Army and Air Force.) 


[Supersedes NGB Pam 680-2, Jan. 1,1971.] t @ Item 358 
D 12.8 : 680-2/2 
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GOVERNMENT PUBLICATIONS 


NATIONAL HIGHWAY TRAFFIC SAFETY ADMINISTRATION, 
Transportation Dept., Washington, DC 20591 


18020 Summary of 1968-70 multidisciplinary accident investigation reports, v. 1; 
[prepared by] Office of Accident Investigation and Data Analysis Re- 
search Institute. June 1971. cover title, [5]+-279 p. il. 4° (DOT HS—600 
596.) + .@ Item 982—-D-10 
L.C. card 76-614989 TD 8.11/2-2 : 968-70/v.1 


NATIONAL INDUSTRIAL POLLUTION CONTROL COUNCIL 
Washington, DC 20230 


18021 Fertilizers and agricultural chemicals, Sub-council report, Oct. 1971 [with 
bibliography]. [1971.] 40 p. il. * Paper, 30c. @ Item 1070—B-2 
Y 3.In 2/8: 2 F 41 


18022 Rubber, Sub-council report, Oct. 1971. [with list of references]. [1971.] 16 
p. il. * Paper, 20c. @ Item 1070-B-2 Y 3.In 2/8: 2 R &? 


NATIONAL INSTITUTE OF ARTHRITIS AND METABOLIC 


DISEASES, Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


18023 Peptic ulcer. [Revised 1971.] [1971.] cover title, [16] p. il. narrow 8° 
([DHEW publication on. (NIH) 72-38.]) * Paper, 30c. (S/N 1702- 
0127). @ Item 507-A-25 HE 20.3302: U11 


18024 Proceedings of workshop on behavioral bioassays in uremia sponsored by 
Artificial Kidney-Chronic Uremia Program of National Institute of 
Arthritic and Metabolic Diseases, Bethesda, Md., Nov. 19, 1970 [with 
lists of references]; R. B. Colletti and K. K. Krueger, editors. [1971.] 
cover title. vii+72 p. il .4° (DHEW publication (NIH) 72-37.) 
* Paper, 70c. (S/N 1744-0004). @ Item 507—A-25 
L.O. card 74-614991 HB 20.3302: Ur 2 


NATIONAL INSTITUTE OF GENERAL MEDICAL SCIENCES, 
Health, Education, and Welfare Dept., Bethesda, MD 20014 


18025 Education and employment patterns of bioscientists, statistical report 
[with annotated bibliography of source documents]; prepared in Office 
of Scientific Personnel of National Research Council. [1971.] [xii]+62 
p.il.4° + @ Item 497-C-1 
L.C. card 71-614863 HE 20.3452 : B 52/2 


18026 [This entry number not used.] 


NATIONAL INSTITUTE OF MENTAL HEALTH, Health, Education, 
and Welfare Dept., Chevy Chase, MD 20015 


18027 Day in the death of Donny B. [documentary film]. [1971.] cover title, [2] 
+26 p. il. small 4° ([Public Health Service publication 2175]; Na- 
cional Clearinghouse for Drug Abuse Information.) * Paper, 20c. 
(S/N 1724-0129). @ Item 507-B-5 HE 20.2402: D 71 


18028 Here’s help [guide to film on treatment of drug addiction]. 1971. [271 p. 
il. ((DHEW publication (HSM) 71-9967].) * Paper, 25c. (S/N 1724— 
0148). @ Item 507-B-5 HE 20.2402 : H 36 


Survey and Reports Section statistical notes. (Biometry Branch, Office of 
Program Planning and Evaluation. ) 
18029 26-50. [Compilation]. [Sept. 1971.] [192] p. il. 4° f¢ HB 20.2424 : 26-50 
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NATIONAL INSTITUTE OF NEUROLOGICAL DISEASES AND 
STROKE, Health, Education, and Welfare Dept. 


Bethesda, MD 20014 


18030 Bibliography, collaborative study of cerebral palsy, mental retardation, 
and other neurological and sensory disorders of infancy and childhood, 
no. 1, June 1963-June 1968; [prepared by Medical Literature Services, 
Section on Project Services, Perinatal Research Branch]. [1968.] [1] 
+v+27 p.4° + @ Item 507-L-4 
L.C. card 75-610865 HE 20.3513 : C 33/no.1 

18031 Bibliography, collaborative study on cerebral palsy, mental retardation, 
and other neurological and sensory disorders of infancy and childhood, 
no. 4, July 1970-Sune 1971; [prepared by Medical Literature Unit, 
Section on Project Services, Perinatal Research Branch]. [1971.] vii+22 
p.4° (DHEW publication (NIH) 72-117.) + @ Item 507-L-4 

HB 20.3513 : C 3/no.4 


NATIONAL INSTITUTES OF HEALTH, Health, Education, 
and Welfare Dept., Bethesda, MD 20014 


18031—A Medical and heaith related sciences thesaurus. [Sept. 1971]. vi+559 p. 
4° ([DHEW publication (NIH) 72-199.]) + @ Item 506-F 
L.C. card 72-614988 HE 20.3023 : 971 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


18032 Decisions and orders of National Labor Relations Board, v. 175, Mar. 21- 
May 20, 1969. 1971. xiii+1118 p.4° * Cloth, $9.75. @ Item 826 

LR1.8: 175 

18033 Decisions and orders of National Labor Relations Board, v. 179, Oct. 3- 
Dec. 11, 1969. 1971. xiii+ 1060 p. 4° * Cloth, $9.25. © Item 826 

LR 1.8: 179 

18034 National Labor Relations Board field manual [Revised edition, June 

1971.] [1971.] cover title, [803] p. il. [Issued in looseleaf form.] 

* Paper, $3.50 (including basic manual and supplementary material for 

an indefinite period) ; $1.00 additional for foreign mailing. @ Item 

827-A LR 1.6/3 : 971 


NATIONAL MARINE FISHERIES SERVICE, Commerce Dept. 
Washington, DC 20230 


Fishery bulletin. 
18035 v. 69, no. 3. [Articles with lists of literature cited]. July 1971. [3] 4455-701 p. 
+ @ Item 611 C 55.313 : 69/3 
Special scientific report: Fisheries (series). + C 55.312: (nos. ) 


18036 617. Fur seal investigations, 1968 [with list of literature cited]; by Marine 
Mammal Biological Laboratory. Dec. 1970. ix +125 p. il. 4° 
18037 619. Macrozooplankton and small nekton in coastal waters off Vancouver Island 
(Canada) and Washington, spring and fall of 1963 [with list of literature 
cited] ; by Donald S. Day. Jan. 1971. iii+ 94 p. il. 4° 
18038 622. Numbers and lengths, by season, of fishes caught with an otter trawl near 
Woods Hole. Mass., Sept. 1961—Dec. 1962 [with list of literature cited] ; 
by F. BE. Lux and F. E. Nichy. Feb, 1971. iii+-15 p. il. 4° 
Distribution of salmon and related oceanographic features in North Pacific 
Ocean, spring 1968 [with list of literature cited]; by Robert R. French 
{and others]. Mar. 1971. iii+22 p. il. 4° 
Fur seal investigations, 1969; by Marine Mammal Biological Laboratory. 
Aug. 1971. viii+90 p. il.4° @ Item 614-B 
L.C. card 78-614401 


18039 625. 
18040 628. 
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NATIONAL OCEAN SURVEY, Commerce Dept. 
Washington, DC 20235 


18041 Color aerial stereograms of selected coastal areas of United States; [by] 
Harland R. Cravat and Raymond Glaser. 1971. iii+93 p. il. stereo 
viewer in pocket, 4° [Some illustrations are colored.] * Cloth, $4.75. 
@ Item 192 C 55.402: St 4 


18042 Great Lakes pilot, 1971, Supplement 5, Sept. 1971, corrections and addi- 
tions. [1971.] [2] p.+17 leaves, 4° [Bearings are true and distances are 
expressed in statute miles. Supplements information given upon charts 
published by Lake Survey Center.] + Lake Survey Center, 630 Federal 
Bldg. & U.S. Courthouse, Detroit, MI 48226 C 55.420: 971/supp.5 


18043 Great Lakes pilot, 1971, Supplement 6, Oct. 1971, corrections and additions. 
[1971.] [2]+13 leaves. [Bearings are true and distances are expressed 
in statute miles. Supplements information given upon charts published 
by Lake Survey Center.] + Lake Survey Center, 630 Federal Bldg. & 
U.S. Courthouse, Detroit, MI 48226 C 55.420 : 971/supp.6 


18044 Tidal current tables, 1972: Pacific Coast of North America and Asia. 1971. 
vi+ 254 p. il. [Includes list of publications relating to tides and currents. 
Text on p. 3 of cover.] + Paper, $2.00. @ Item 191 C 55.425/2 : 972 


18045 Tide tables, high and low water predictions, central and western Pacific 
Ocean and Indian Ocean, 1972, 1971. 386 p. [Index map of tide tables 
coverage on p. 2 of cover. Includes list of publications related to tides 
and tidal currents.] + Paper, $2.00. @ Item 196 C 55.421/4 : 972 


NATIONAL OCEANIC AND ATMOSPHERIC ADMINISTRATION, 
Commerce Dept., Washington, DC 20235 


Federal Coordinator for Meteorological Services and Supporting Research 
FCM (series). 
18046 71-8. er east coast winter storms operations plan. Nov. 1971. vi+102 p. il. 
[Issued in looseleaf form.] ¢ @ Item 250-D 
ic. card 70-616002 C 55.12: 71-8 
National disaster survey report. 
18047 71-2. Mississippi delta tornadoes of to? 21, 1971, report Administrator. 


Roc le, Md., Jul _— v+57 p. 4° + @ Item 
Lc, card 74-614 C 55.20 : 71-2 
NOAA technical reports. ee Research Laboratvries, Boulder, 


Colo.) 

18048 BERL 212-WPL16. Program for calculating 3-dimensional acoustic- te ray 
ne in atmosphere [with list of references ; by] T. M. 
eor Aug. 1971, ili+43 p. il. 4° “un 50c. @ item 
2 7 C 55.13 : BRL 212-WPL 16 
18049 BRL 215-DSL 17. ppt measurements in Aleutian Isiende” {with list at refer- 
; by] Don Tocher, John a nee tena} M. Black- 

ford. Oct. 1971. iii+24 p. il. * Paper, J Item 
208-B-7 C 55.13: ERE S 215-BSL 17 


NOAA technical reports. (National Marine Fisheries Service, Seattle, 
Wash.) 


18050 NMFS-CIRC-354. ee ——— for control of Salmonella in production 
fish meal; by BE. Spencer Garrett and Richard Hamilton. 
ont 1971. +7 p. il, 4° * Paper, Lr A721 ar pa IF 

tem 208- C5 NMFS-C 


el 
18051 NMFS-SSRF-632. ar og Diblipgraphy of attempts a ane larvae of marine 
fishes in laboratory; [by] Robert C. May. aug. 1971. ili 
+24 p. 4° * Paper, 35c. ©@ Ttem 208-B-7 
C 55.13 : NVFS—-SSRF-632 
18052 NMFS—SSRF-687. Occurrence of larval, juvenile, and mature crabs in vicinit 
5 oes Inlet, N.C. [with list of yo ge cited; by 
Seams L. Dudley and Mayo H. Judy. Aug. 1971. iii+-10 
p. il. 4° * Paper, 25c. @ Item 208—B~7 
C 55.13 : NMFS-SSRF-637 
NATIONAL PARK vey oe ala Dept. 
242 


Washington, DC 


18053 Guadalupe Mountains National Park, historic resource study ; by Benjamin 
Levy. May 1971. [(6]+137+-[3] p. 7 pl. 4 maps, 4° (Division of History, 
Office of Archeology and Historic Preservation.) t 
L.C. card 79-614944 129.2: G93 
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18054 History of Washington Monument, 1844-1968, Washington, D.C. [with 
bibliography] ; by George J. Olszewski. Apr. 1971. [177] p. iL. 4° (Office 
of History and Historic Architecture, Bastern Service Center.) t 
L.C. card 76-614587 129.2: W 27/6 


18055 Story of Civil War gunboat, U.S.S. Cairo, comprising narrative of her war- 
time adventures, by Virgil Carrington Jones; and Account of her raising 
in 1964, by Harold L. Peterson. 1971. 56 p. 16° * Paper, 70c. - aay ry 

I 3 


NATIONAL PORTRAIT GALLERY, Smithsonian Institution 
Washington, DC 20560 


18056 Portraits of American stage, 1771-1971, exhibition celebrating opening of 
John F. Kennedy Center for Performing Arts, Sept. 11—Oct. 31 [colored 
poster]. [1971.] 37.4 x 20.5 in. [Poster portrait ; George Frederick Cooke 
as Richard III by Thomas Sully (1811), Pennsylvania Academy of Fine 
Arts.] * Paper, $1.50. SI 11.2: St 1/771-971/poster 


18057 Portraits of American stage, 1771-1971, exhibition in celebration of inaugu- 
ral season of John F. Kennedy Center for the Performing Arts. Smith- 
sonian Institution Press, 1971. 203 p. il. 4° [One illustration is colored.] 
* Paper, $4.50 (S/N 4700-0181). 

L.C. card 75-170284 SI 11.2: St 1/771-971 


NATIONAL TECHNICAL INFORMATION SERVICE, Commerce Dept. 
Springfield, VA 22151 


18058 1970 census of population, microfiche final report, series PC (SI) ; Report 
1, Distribution of Negro population by county; report 2, Negro popula- 
tion in selected places and selected counties, microfiche order form. 
[Aug. 1971.] [4] p. narrow12° ([Form BC-2215.]) 7¢ 

C 51.11: P 81/9705 


NATIONAL TRANSPORTATION SAFETY BOARD, Transportation 
Dept., Washington, DC 20590 


Aircraft accident report NTSB-AAR (series). & Paper, $12.00 a yr. ; $3.00 
additiona! for foreign mailing ; single copy, $3.00. 

18059 71-11. Federal pusation Administration Douglas DC-3C, N7, La Guardia ee 
N.Y., Jan 1971; Cy are ted June 8, 1971. addendum. Sept. 2 971 
1 p. 4° nigh -none ; file ee TD 1.112: 71-11 /add. 
18060 71-12. bg 7 International Airlines wey Ferry Flight 863, Douglas DC—8—638F, 
N4863T, J. F. Kennedy International Ai ort, New York, Sept. 8, 1970: 

adopted Aug. 18, 1971. [1971.] iii+ 34 p. il. (SA-none; le 1-0011. 

TD 1.112: 71-1 
18061 Remarks of Isabel A. Burgess, Member, National Transportation Safety 
Board, [at] National Association of Motor Bus Owners 42nd annual 
meeting, San Francisco, Calif., Oct. 6-8, 1971. [1971.] [1]+6 p. 4° + 


TD 1.110: B 91/6 


NAVAL FACILITIES ENGINEERING BOARD, Defense Dept. 
Washington, DC 20360 


Design manual. DM (series). [Issued in looseleaf form.] @ Item 418-A 


D 209.14/2 : (nos. ) 
18062 2. Structural eaginosring [Oct. 1970], Change 1. July 1971. [62] p. fl. 4° [In- 


eo we son) transmittal. Issued in looseleaf form.] Paper, $1.00 
18063 28. Cisentattons navigational aids, and airfield . [Revised 3d edition.] 


rr 1971. [122] wive 40 [Includes Publication ransmittal dated July 

1 th. +t AVFAC DM- 23, Aug. 1967 ; with Change 1, Jan. 1968.] 

18064 650. Cumulative index. Revised edition. Mar. 1971. [337] p. 4° (NACFAC DM-— 
Ghdage Spe Toos tncadeetrataiial tee Gated Ay Woy 12 Page 

cludes transm ’ 

$2.75 PeSIN bobo. poae 85). -" 
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GovERNMENT PUBLICATIONS 


NAVAL OCEANOGRAPHIC OFFICE, Defense Dept. 
Washington, DC 20390 


Publications. @ Item 378 (Rev. 1957) D 203.22 : (nos. ) 
18065 24. Change 12, Oct. 16, 1971, looseleaf change pages for correcting sae direc- 
tions for South "America, v. 2, 5th edition, 1952. [1971.] [234 il. 4° 
fr rmerly no. 173. Includes list of effective pages.] tf Paper, $1. a 
18066 130. Sailing directions (planning oo for the Mediterranean. ist edition 1971. 


[1971.] ars +1 ok . 1 pl. map [Issued in looseleaf form. Plate is 
colored. ] zap, 36 
.C. card Ty 61804 


NAVAL OPERATIONS OFFICE, Defense Dept. 
Washington, DC 20390 


18067 Dictionary of American naval fighting ships, v. 5, 1970: Historical sketches, 


letters N through Q, appendices, stone fleet, minecraft, new ships, air- 
craft [with bibliographies]. [1971.] xxiv-+639 p. il. 4° (Naval History 
Division.) [Illustrated lining papers.] * Cloth, $6.75. @ Item 399-A 


L.C. 


card 60-60198 D 207.10: 5 


NAVAL PERSONNEL BUREAU, Defense Dept. 
Washington, DC 20390 


18068 Aviation machinist’s mate J 3 & 2; [prepared by Navy Training Publica- 


tions Center, Millington, Tenn.]. [1971 edition.] [1971.] cover title, iv 
+298 p. il. 4° (Rate training manual; NAVPERS 10341-B.) [Some 
illustrations are colored]. t @ Item 404 


L.C. 
18069 Manual of Navy officer classifications, Change 3. Aug. 2, 1971. [366] p. 


card 75-614813 D 208.11: Av 5/37/971 


(NAVPERS 15839B.) [Issued with perforations.] t @ Item 403-A 


6959. 


7012 


7219. 


7243. 


7247. 


7262. 


7270. 


7283. 


D 208.6/3 : C 56/2/968/ch.3 


NAVAL RESEARCH OFFICE, Defense Dept. 
Washington, DC 20390 


NRL reports. (Naval Research Laboratory. ) D 210.8 : (nos.) 


Fortran computer program for calculating oblate spheroidal radial func- 
tions of ak 2d kind and = derivatives [with list of refer- 
ences ; by] 4 hm. Buren, R. V. ier and S. Hanish. Jan, 20, 1970. 
cover ti tle, fi+32 p 4° [NRL problem $01-28 ; project RR 102-08— 
41-5225.) © Paper, $3, 00 (AD 722649) 


. Fortran computer program for calculating prolate spheroidal radial func- 


tions of first and second kind and their first derivatives [with list of 
references; by] B. J. King, R. V. Baier and 8S. Hanish, Mar. 30, 197U. 
cover title, ii 32 p. il. 4° NRL as)" 801-29 ; project RR 102—08— 
41-5226.] & Paper, $3.00 (AD 7226 

Two-dimensional systematic point count = volume fraction analysis from 
Poisson theoretic approac i bibliography; by] James P. Grimes 
and Burton N. Na Mar. 31, 1971. cover title, ili+14 p. 4° [NRL 
450933) and administrative function 78—-1601.] ¢Paper, $3.00 (AD 

Successive approximations method for solutions of nonlinear differential 
equations at irregular- type singular point [with list of references; by] 
Po-fang Hsieh. July 26, 1971. cover title, i+30 p. il 4° een 0s, 
Research Center report 71-5.) [NRL 1, problem 801-11; project RR 003— 
02-—41-6153.] & Paper, $3.00 (AD 7 

Suppression of fuel ras joration by aqueous films of fluorochemical sur- 
actant solutions [with list of yg by] Harry B. _— Jack C. 
NEL > and Joseph T. Leonard. Apr. 1971. cover title, 1i+18 Pe il, 4° 
NRL ry D519. 201 ; project sir 38—451—001—03350. ] Paper, 

3.00 (AD 723189). 

Fracture extension resistance (S-curse) features of nonfrangible eeainnm 
alloys [with list of references; by] R. J. Goode and R. W. udy, + 
June 11, 1971. cover title, iii 423°» p. il. 4° [NRL problem Mo 2 

roject RR 007-01-46-5432. ] Paper, $3.00 (AD 72641 

Influence of geometric variables on 4 ber eg” for two thin sheet aluminum 
alloys — list of references ; by] A M. Sullivan and C. N. Freed. 
June 17, 1971. ae bret lii+20 p. i. 40 ae problem M01-24; 
project RR 007-01-46-5431.] Paper, $3.00 (AD 726684). 

Flow strength panndents on teeperature - strain rate in low-carbon 
= alloys [with list of references ; ~ 2 Cox and L. R. Hettche. 

4, 1971. cover title, ii-+-26 p. il. 4° BNL 72048)" F01-08A : 
project RR 009—-03-45-5450.] Paper, $3.00 (AD 7 
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18078 7287. Application of scanned-laser active imaging system to atmospheric and 
oe darwater viewing environments eat fist of references ; byl R. W. 
Waynant. Aug. 24, 1971. cover title, ii+18 p. il. 4° © Paper. § .00 
18079 7297. Reaction between tri-p-tolyl phosphate and nonancie acid at °C [with 
list of references; by] Sandra C. Brown and C. F. Poranski, jr. Aug. 6, 
1971. cover title, 12 p. il, 4° [NRL problems CO7—01 and C07-04; 
projects RR 001—05-42-4803 and RR 001—01-43-—4806. Abstract on p. 2 
of cover.] & Paper, $3.00 (AD 729645). 
18080 7305. Drag reduction of dilute polymer solutions as function of solvent power, 
viscosity and temperature [with list of references ; by] Paul Peyser and 
Ralph C. Little, July 29, 1971. cover title, 1i+18 p. il. 4° [NRL prob- 
lem C02-20 ; project RR 001-43—4766.] & Paper, $3.00 (AD 729644). 
18081 Training device guide. Revised July 1, 1971. [1971.] [164] p. il. 4° 
(NAVTRADEV P-530-2; Naval Training Device Center, Orlando, Fla. 
FSN “I” Cog 0514—053-0218.) [Supersedes NAVTRADEV P-530-2, Re- 
vised Jan. 1, 1969.] ft D 210.14/2: T 68/971 


NAVY DEPARTMENT, Defense Dept. 
Washington, DC 20350 


18082 Afloat OPTAR, record keeper’s guide. Aug. 1971. cover title, [209] p. il .4° 
(NAVSO P-3073; Office of Comptroller.) [Supersedes May 15, 1970 
edition and change 1. Text on p. 2 of cover. Issued with perforations. ] 
t © Item 360-A D 201.6/12 : Op 7 


18083 Financial management of resources. Aug. 1971. cover title, [518] p. 4° 
(NAVSO P-3013 ; Operating Forces, Office of Comptroller.) [Supersedes 
issue of Aug. 1970.] t @ Item 370 D 201.2: F 49 


18084 U.S. Navy recruiting posters. [1971.] 20 color prints, each 20 x 16 or 
16 x 20 in. (USN 0584 910 0000.) [Issued in envelope.] * Paper, $5.50 
per set D 201.19: R 24 


OUTDOOR RECREATION BUREAU, Interior Dept. 
Washington, DC 20240 


18085 Project Cure, clean urban river environment, prospectus for research. 3d 
revision. Nov. 1970. cover title, i+34+[1]+6 p. il. 4° + 1662:C58 


PATENT OFFICE, Commerce Dept. 
Washington, DC 20231 


18086 Manual of classification [replacement pages]; Oct. 1971. [1971.] [51] p. 
4° [Includes list of replacement pages. Issued in looseleaf form.] 
* Paper, $14.00 (including basic manual, index and supplementary ma- 
terial for an indefinite period) ; $3.50 additional for foreign mailing. 
@ Item 258 C 21.12 : 969/rev.pages-8 


(8087 Supplement to Manual of classification. July 1971. [190] p. 4° [Issued 
in looseleaf'form.] * Paper, $14.00 (including basic manual, index and 
supplementary material for an indefinite period) ; $3.50 additional for 
foreign mailing. @ Item 258 C 21.12 : 969/supp. 


PRESIDENT OF UNITED STATES 
Washington, DC 20501 


18088 Employing the handicapped, responsibility and opportunity, remarks of 
Jayne B. Spain, vice chairman, President’s Committee on Employment of 
Handicapped ICESA Conference, San Juan, Puerto Rico, Oct. 5, 1971. 
[1971.] 8 leaves, 4° (President's Committee on Employment of the 
Handicapped.) + President’s Committee on Employment of the Handi- 
capped, 7131 Department of Labor Building, Washington, DC 20210 

PrEx 1.10/2:Sp1 


18089 Post-freeze economic stabilization program [continuing fight against in- 
flation] address by the President, and background material, Oct. 7, 1971. 

[1971.] cover title, 20 p. 4° [Text of radio and television address.] t 

Pr 37.2: Ec7 


#For Sale by National Technical Information Service, 
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GoOvERNMENT PUBLICATIONS 


2Quien toca? [1971.] [4] p. il. narrow 8° (President’s Committee on Con- 
sumer Interests.) * Paper, $7.50 per 100; single copy, 10c. 
Pr 36.8 : C 76/K 75/Spanish 


White House Fellows. [1971.] cover title, iii+24 p. il. oblong 12° ([Presi- 
dent’s Commission on White House Fellows.]) + Director, Commission 
on White House Fellows, the White House, Washington, D.C. 20500. 
@ Item 851-J Pr 36.8: W 58/F 33/971-72 


PUBLIC DOCUMENTS DEPARTMENT, Government Printing Office 
Washington, DC 20402 


Price list PL (series). + @ Item 554 6 toa (nos.) 


18, Posters and charts ; Nov. 1971. 18th edition. [1971.] [2]+14 p 

86. Government periodicals and subscription services ; Nov. 1971. “£44th edition. 
[1971.] [2] +43 p 

41. Insects, worms and Pi ntecti a to man, animals, and plants; Oct. 1971. 
60th edition. [1971.] [4]+9 

44. Plants, culture, grading, darketing and storage of fruits, vegetables, grass, 
and grain ; Oct. 1971. ‘Gist edition. [1971.] [2]+15 p. 

71. Child evelopment and other publications relating to children and youth; 
Nov. 1971. 49th edition. [1971.] [4] +17 p. 


' PUBLIC HEALTH SERVICE, Health, Education, and Welfare Dept. 
Washington, DC 20201 


Health information series. 

140. Learning disabilities due to minimal brain dysfunction, hope through re- 
search ; [prepared by Information Office, National Institute of Neurologi- 
cal Diseases and Stroke]. petmes 1971. } [1971.] 22+ [2] p. il. narrow 8° 
([DHEW publication (NIH) 71-154; Public Health +“ ce publication 
1646.]) * Paper, $15.00 per 100; single copy 20c. @ Item 486 

HB 20.10 : 140/2 
Missouri-Souris-Red River basins, study plan for comprehensive water 

pollution control project, [fiscal year 1966]. [Revised Oct. 1965.] [1965.] 

cover title, [203] p. il. 4° (Division of Water Supply and Pollution 

Control, Region 6, Kansas City, Mo.) [One illustration is colored.] 

+ Environmental Protection Agency HE 20.2: M 69 0/7 


Statement: Water quality management and pollution control program in 
Iowa, Kansas, Missouri, and Nebraska; [by Division of Water Supply 
and Pollution Control]. May 1964. [Presented before Natural Resources 
and Power Subcommittee of House Committee on Government Opera- 
tions, Kansas City, Mo., May 22-23, 1964.]. + Environmental Protection 
Agency. HE 20.2 : Io 9/v.1-3 
v.1, Text {with bibliography]. cover title, [67] p. il. 4° 
v. 2. Appendix A, Water resources ; Appendix B Water quality and basic data. 

cover title, [389] p. 4° 
v. 8. apes ix C, Construction grants; iw D, Enforcement; Appendix E, 
ederal installations. cover title, [251] p. 

Water resources study and public health aspects of Jefferson and White- 
hall units, Three Forks Division, Missouri River basin project, Montana, 
study of potential needs and value of water for purpose of water quality 
control and public health aspects of Jefferson and Whitehall Units, 
Three Forks Division, Missouri River Basin Project, Montana [with 
bibliography]. Denver, Colo., Apr. 1964.:[77] p. il. 1 pl. 4° (Region 8; 
Division of Water Supply and Pollution Control.) [Prepared at request 
of and in cooperation with Bureau of Reclamation, Region 6, U.S. 
Department of Interior, Billings, Mont.] + Environmental Protection 
Agency HE 20.2: M 69 0/8 


Water resources study and public health aspects of Wheatland Unit- 
Laramie Division, Wyo., study of effect of project development on water 
quality, needs and value of water for purpose of water quality control, 
and public health aspects of Wheatland Unit, Laramie Division, Wyo. 
[with bibliography]. Dec. 1963. cover title, [59] leaves, il. 4° (Division 
of Water Supply and Pollution Control.) [Prepared at request of and in 
cooperation with Reclamation Bureau, Region 7, Denver, Colo.] + Envi- 
ronmental Protection Agency HE 20.2: W 56 
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18102 Water resources study, Fishing River basin, Missouri, study of potential 
needs and value of water storage for municipal, industrial, and quality 
control purposes [with bibliography]. [Mar. 1964.] cover title, [38] 
leaves, il. 1 pl. 4° (Region 6, Kansas City, Mo.) [Prepared for Depart- 
ment of Army, U.S. Army Engineer District, Kansas City, Mo.] + Envi- 
ronmental Protection Agency HE 20.2: F 53 
18103 Water resources study, Grand River basin, Iowa and Missouri, study of 
potential needs and value of water storage for municipal, industrial, and 
quality control purposes [with bibliography]. [Nov. 1963.] cover title, 
[47] leaves, il. 1 pl. 4° (Region 6, Kansas City, Mo.) [Prepared for De- 
partment of Army, U.S. Army Engineer District, Kansas City, Mo.] 
+ Environmental Protection Agency HE 20.2: G 76 
18104 Water resources study, Pine Ridge Unit, White River Basin, South Dakota, 
study of potential needs and value of water for municipal, industrial, 
and quality control purposes [with bibliography]. Kansas City, Mo., 
May 1963. cover title, [38] leaves il. 1 pl. 4° (Region 6, Kansas City, 
Mo.) [Prepared for Bureau of Rec’amation Missouri-Oahe Projects Of- 
fice, Huron, 8. Dak.] + Environmental Protection Agency 
HE 20.2: W 58r 
18105 Water resources study, Platte River Basin, Iowa and Missouri, study of po- 
tential needs and value of water storage for municipal, industrial, and 
quality control purposes [with bibliography]. [Kansas City, Mo., Mar. 
1964.] cover title, [60] p. il. 1 pl. 4° [Prepared for Department of Army, 
U.S. Army Engineer District, Kansas City, Mo.] + Environmental Pro- 
tection Agency HBP 20.2: P 69 
18106 Water supply and water quality control study, Wears Creek basin, Mo., 
study of needs and value of storage for municipal and industrial water 
supply and water quality control. May 1965. [14] leaves; il. 4° [Pre- 
pared for Army Engineering District, Kansas City, Mo.] + Environ- 
mental Protection Agency HE 20.2: W 37c 


RADIGLOGICAL HEALTH BUREAU, Health, Education, and 
Welfare Dept., Rockville, MD 20852 


BRH/DMRE (series). 

18107 72-1. Training needs for teachers of dental radiology in auxiliary training schools, 
summary report of conference held Oct. 26-27, 1970; by A. H. Wuehr- 
mann, University of Alabama in Birmingham, School of Deniistry. Aug. 
1971. iv+25+ [2] p. 4° (DHEW: publication (FDA) 72-8008.) [Pre- 
pared under contract CPE—R-70-—0039.] * Paper, 35c. (S/N 1712-0130). 
@ Item 483-M HE 20.4112 : 72-1 


RAILROAD SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


Nots.—The Railroad Safety Bureau was established under the Federal Railroad 
Administration of the Transportation Department by Public Law 89-670, approved 
Oct. 15, 1966. 

Accidert bulletin. 


18108 139. Summary and analysis of accidents on railroads in United States, calendar 
year 1970, [1970.] [1]+-84 p. il. large 4° * Paper, $1.75 (S/N 5006— 
0010). @ Item 681 TD 3.103 : 139 


RECLAMATION BUREAU, Interior Dept. 
Washington, DC 20240 


REC-ERC [Reclamation Bureau, Engineering and Research Center] 
(series). I 27.60: (nos. ) 
18109 71-9. Turkey Creek Channel stability studies, Farwell Unit, Middle Loup Di- 
vision, Pick-Sloan Missouri Basin program [with list of references] ; 

by R. I. Strand. Jan. 1971. [2]+i+11+[4] p. il. 4° (Hydrol 
Branch, Division of Planning Coordination, Engineering and Researe 

Center, Denver, Colo.) [Text on p. 2 of cover.] Paper, $3.00. 

18110 71-12. Hydraulic model studies of Folsom Spillway-outlet junction [with list of 
references]; by T. J. Isbester. Feb. 1971. [2]+i+17+[4] p. il. 4° 
(Hydraulic Branch, Division of General Research, Engineering and Re- 
search Center, Denver, Colo.) [Text on p. 2 of cover.] Paper, $3.00. 
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REC-ERC—Continued 
18111 71-14. Governor en dae for large hydraulic turbines {with gs of refer- 
ences]; by F. R. Schleif. Feb. 1971. [2] +11+19+ [4] p. il. (Elec- 


tric Power Branch, Division of General Research, Rocinnstas and Re- 
search Center, Denver, Colo.) [Text on p. 2 of cover.] Paper, $3. ve 
18112 71-19. Studies of Carlson stress meters in concrete [with list of references] ; 
K. B. Hickey. Apr. 1971. [2]+1i+23+ [4] P) il. hy (Concrete a 
Structural Branch. Division of General Research. 
18113 Summary report of Commissioner of Bureau of ‘Sadenenaliaiea to Secretary 
of Interior, fiscal year 1970, and statistical and final appendix. [1971.] 
+ @ Item 663-A I 27.1/2 : 970/pt.14 
[pt 1-3.) [1]+xvii+212 p. il. map, 4 
pt. 4.] iv+353 p. 4° Project data. 
18114 Western U.S. water plan, 1971 progress report, to President, National 
Water Commission, Water Resources Council, [and} Congress. June 30, 
1971. [2]+34 p. il. narrow 8° [Illustrations on p. 2—4 of cover.] + 
I 27.61: 971 


REGIONAL MEDICAL PROGRAMS SERVICE, Basie Education, 
and Welfare Dept., Bethesda, MD 20014 


18114A Fact book on regional medical programs, special report to National Ad- 
visory Council of Regional Medical Programs’ Service; [prepared by 
Office of Planning and Evaluation with assistance from Office of Com- 
munications and Publie Information and Office of Systems Manage- 
ment]. Aug. 1971. vi+67 p. il. 4° [Text on p. 2 of cover.] * Paper, 70c. 
@ Item 483-L-1 
L.C. card 71-616013 HE 20.2602: F 11 
18115 MAST, military assistance to safety and traffic, report of test program by 
Interagency Study Group, July—Dec. 1970, cooperative effort to save 
lives by Defense Department, Transportation Department and Health, 
Education, and Weifare Department. [1971.] cover title, iii+33 p. il. 4° 
(DHEW publication HSM-—72-7000.]) + @ Item 483-L-1 
HE 20.2602 : M 59 


RENEGOTIATION BOARD 
Washington, DC 20446 


18116 Renegotiation act of 1951 as amended through July 1, 1971. 1971. ii+27 


+xip. * Paper, 20c. @ Item 308 RnB 1.5: R 29/971 
SECURITIES AND ge tie COMMISSION 
Washington, DC 20549 


18117 Rules of practice and rules relating to investigations and code of behavior 
governing ex parte communications between persons outside the Com- 
mnission -and decisional employees, as in effect May 17, 1971. [1971.] 
ix+31 p. 4° [Title 17, Code of Federal regulations, pt. 200, 201 and 
203.] * Paper, 50c. (S/N 4600-0079). @ Item 907 SE1.6: R 86/4/971 


SELECTIVE SERVICE SYSTEM 
Washington, DC 20435 


18118 Semiannual report of Director of Selective Service, Jan. 1-June 30, 1971, 
to Congress of United States pursuant to Military selective service act 
of 1967, as amended. Aug. 15, 1971. iii+62 p. il. * Paper, 35c. (S/N 
5240-0088). @ Item 1076 Y¥ 3.Se 4: 1/971 


SHIP STRUCTURE COMMITTEE 
Washington, DC 20226 


SSC (series). 
18119 219. Crack peensestinn and arrest in ship and other aoe frita list of refer- 
ences]; by G. Hahn [and others]. 1971. Mag * Ley 4° (Coast 
on Heed uarters.) {Final report on project SR-—180, Oe Fete otenin 


ro wt of Navy, Naval Ship Engineering Center, 
con N00024-68_507 8.] Paper, $3.00. Y¥ 3.Sh 6: SSC-—219 
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SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


Small business management series. 


18120 =81. “re ey audit for small retailers; by John W. Wingate. 2d oy 1971. 
([Office of Management Assistance, Education Division.]) Ve 

The ist of publications for further information.] * Paper, 35c. (hy 
4500-0111). Item 901-C BA 1.12: 81/2 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


Smithsonian contributions to earth sciences. 
18121 7. or of pincoln ones: Lewis and Clark hes Montana [with jist of litera- 


ture cited ; by] am G. Melson. 1971. [8]+29 p. iL 4° * Paper, 40c. 
(S/N 4700-0140). @ Item 910-B $1 1/26:7 
Smithsonian contributions to zoology. @ Item 910—-D SI 1.27 : (nos.) 


18122 107. New approach to analysis of biogeographic data [with list of literature 
cited; by] James A. Peters. 1971. [2]+28 p. il. 4° * Paper, 40c. (S/N 
4700-051 », 
L.C. card 76—614840 


18128 109. Partial revision of genus Sthenelais Kinberg (Polychaeta : Sigalionidae) with 
diagnoses of two new genera [with list of literature cited; by] Marian H. 
Pettibone. 1971. [2]+40 p.il.4° * Paper, 50c. (S/N 4700-0151). 


SOCIAL AND REHABILITATION SERVICE, Health, Education, and 
Welfare Dept., Washington, DC 20201 


18124 Welfare myths vs facts. [1971.] [2] p. il. f° folded into narrow 12° size 
({SRS 71-127.]) + HE 17.2: W 45/2 


SOCIAL SECURITY ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 201 


18125 America’s centenarians: v. 12, Reports of interviews with Social security 
beneficiaries who reached 100 from Jan.—Dec. 1970. July 1971. [280] p. il. 

4° ([DHBW publication (SSA) 72-10031.]) + @ Item 616 
HE 3.2: C 33/v.12 


Health insurance statistics: HI (series). (Office of Research and 
Statistics. ) 

18126 31. Selected data on charge patterns in short-stay general hospitals under medi- 

care; prepared in Division of Health Insurance Studies. Sept. 30, 1971. 

15 p. il. 4° + HE 8.28/5 : 31 

18127 History of provisions of old-age, survivors, disability, and health insur- 

ance; [prepared by Marice C. Hart and Jane M. Ceccarelli]. June 1971. 

cover title, [1]+p. 13-22 4° (Office of Actuary; DHEW publication 

(SSA) 72-11501 (8-71).) [From Social security bulletin, statistical sup- 

plement, 1969.] tf HE 3.3/8a: O11 

18128 Monthly benefit statistics: Old-age, survivors, disability, and health insur- 

ance, summary benefit data. Sept. 3, 1971. 3 p. 4° (Office of Research 

and Statistics.) + HE 3.28/6-3 : 971 


Research and statistics note, 1971 (series). (Office of Research and 
Statistics. ) 


18129 11, Trust fund and budget oie of Social securi rogram Robert 0O. 
Brunner. Oct. 8, 1971. 4° + wdc rns.28/ 2. 971/11 
SSI (series). 


18130 66. Farm rental income, does it count for social security payments? [June 88 } 
9p. narrow 12° (IRS publication 363.) ¢ @ Item 523-B HE 3.52 


SOIL CONSERVATION SERVICE, Agriculture Dept. 
Washington, DC 20250 


18131 ABO’s of soil. [Fort Worth, Tex.], June 1971. [4] p. il. t A57.2:S03/53 


#For Sale by Netena renin Information Service, 
Springfield, VA 
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18132 FWederal-State-private cooperative snow surveys: Basic data summary of 
snow survey and soil moisture measurements for western United States 
including Columbia River drainage in Canada, 1970-71 season [as of 
Oct. 1, 1971]; prepared by Water Supply Forecasting Unit, Engineering 
Division. Portland, Oreg., 1971. [8]+97 p. 4° [Prepared in collaboration 
with California Department of Water Resources and British Columbia 
Department of Lands, Forests, and Water Resources. | 

A 57.2: Sn 6/12/971 

18133 Wederal-State-private cooperative snow surveys: Water supply outlook for 
Utah, as of Oct. 1, 1971. [1971.] cover title, [6] leaves, 4° [Prepared 
in cooperation with Utah State Department of Natur . Resources, Di- 
vision of Water Rights, Utah State University, Utah Fish and Game 
Dept., U.S. Forest Service, Reclamation Bureau, National Park Service, 
Geological Survey and other Federal, State and private organizations. ] 

A 57.46/15 : 971 


18134 1971 fall water supply summary [western United States]; by Water Sup- 
ply Forecasting Branch, Portland, Oreg. [1971.] [4] p.il.4° f 

A 57.46/8 : 971 
18135 Our Florida land and its bounty. [Fort Worth, Tex., 1971.] [6] p. il. ¢ 
A 57.2: F 66/2 
18136 SCS national engineering handbook: sec. 16, Drainage of agricultural land 
[with lists of references]. [1971.] cover title, [469] p. il. 4° [Issued 

in looseleaf form with 9 cardboard dividers.] + @ Item 120-A 
A 57.6/2: En 3/sec.16/rev. 
18137 Soil and water conservation for better America, Spent plan. [Oct. 
1971.] 79 p. 4° + @ Item 120 A 57.2: C 76/13 


18138 Soil survey : Stark County, Ohio [with list of literature cited ; by Richard L. 
Christman, Dwain D. Waters, and James R. Bauder]. Oct. 1971. cover 
title, [1]+157 p. il. 1¢5 p. of pl. and maps. 4° [Prepared in cooperation 
with Ohio Agricultural Research and Development Center. Text on p. 2 
of cover. One map is colored.] * Paper, $6.00. @ Item 102 (Rev. 1957) 
L.C, card 70-614765 A 57.38: St 2/3 


18139 Water supply summary and outlook for Oregon and Federal-State-private 
cooperative snow surveys [as of Oct. 1, 1971]; prepared by Tommy A. 
George and Howard M. Vance. Oct. 8, 1971. [7] p. il. 4° [Prepared in 
cooperation with Oregon State University and State Engineer of 
Oregon.}] tf A 57.46/5-2 : 971 


SOLID WASTE MANAGEMENT PROGRAMS OFFICE, Environmental 
Protection Agency, Rockville, MD 20852 


18140 Summaries of solid waste intramural research and development projects; 
compiled by Andrew W. Breidenbach. 1971. vi+24 p. 4° (Publication 
SW-l4r.) [Includes lists of publications.] * Paper, 35c. © Item 
487-A-1 EP 3.2: R 31 

STATE DEPARTMENT 
Weshington, DC 20520 


Background notes. ( [Office of Media Services, Bureau of Public Affairs.]) 
[Issued with perforations.] * Paper, $3.50 per yr., $3.00 additional for 

foreign mailing; single copies, each 10c. © Item 862-B 
18141 sages. fae reading list]. [Revised Sept. 1971.] [1971.] 6 p. il. 4° ({Publica- 
2.1) $ 1.123: An 4/971 
18142 Commonwealth of Bahama Islands [with reading list]. [Bevines Sept. 1971.} 
[1971.] 4 p. il. 4° ([{Publication 8329.]) $ 1.123: B 14/2/971 
18143. North Viet-Nam [with reading list]. [Revised Sept. 1971.] a. 11 p. il. 4° 
([ Publication 8505.]) N 81 v/971 
18144 Principality of Liechtenstein [with reading list]. [Revised Sept. = ] [1971.] 
4p. il. 4° ([Publication 8610.] $ 1.123: L 62 
18145 Republic of Maldives [with reading list]. [Revised Sept. 1971. J for. 1971. 4 p. il. 
4° ([Publication 8026.]) 3: M 29/4/971 
18146 Digest of international law, v. 12; prepared by Marjorie M. Whiteman. 
[Aug. 1971.] v-+1471 p. (Publications 8586.]) * Cloth, $7.00. @ Item 
RB4-A S 7.12/2:12 


*For Sale by Superintendent of Documents 
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East Asian and Pacific series. 


18147 203. Issues in United States foreign policy: no. 4, Communist China, current 
information supplement. Aug. 1971. ye il. 40 (Publication 8605 ; Office 
of Media Services, Bureau of Public Affairs.) [Updates information publi- 
eations 173-2 and 185 in this same series.] * Paper, 15c. (S/N 4400- 
1381). Item 870 1.38 : 208 


International boundary study. (Geographer [Directorate for Functional 
Research]. Bureau of Intelligence and Research. ) 
18148 116. Albania-Yugoslavia boundary. Oct. 8, 1971. cover title, [1] +5 A igs. eat 


International information and cultural series. 
18149 102. International exchange, leaders for tomorrow, review of U.S. programs for 
foreign students, report of Bureau of Educational and Cultural Affairs. 
(Sep 1971.) [2]+38 p. il. oblong 8° (iRettication 8597.]) [Text on 
. 2-4 of cover.] * Paper, 45c. @ Item 878 S 1.67 : 102 


evades organization and conference series. 
18150 55. UN, _— agency for peace and progress. [Revised Oct. 1971.] [1971.] [12] 
Balt narrow 8° ([Publication 7733; Office of Media Services, Bureau of 
blic Affairs. ]) * Paper, 10c. (S/N 4400-1382). @ Item 882-8 55/8 


Treaties and other international acts series. * Paper, $15.00 a yr. (ap- 
proximately 150 issues), $7.00 additional for foreign mailing; single 
copies vary in price. (Issues of $1.00 or more are not furnished as part 
of the subscription). @ Item 899 S 9,10: (nos.) 


18151 7163. North Atlantic Ocean Stations, protocol between United States and other 
for vernments, amending agreement of Feb. 25, 1954, as amended, done 
ndon May 13, 1970; [entered into force July - Mertens ¢ [(1971.] [2] 
+4 p. [English, French, and Spanish.] * Paper, 1 
L.C. card 74-614810 
18152 7175. Education, Commission for Educational Exchange and financing of ex- 
changes and programs, agreement between United States and Belgium 
and Luxembourg signed Brussels Dec. 12, 1968; [entered into force 
oa 13, ——- {1971.] [2]+14 p. [English, French, and Dvtch.] 
aper, 1 
L.C. card 73-614945 


STATISTICAL REPORTING SERVICE, Agriculture Dept. 
Washington, DC 20250 


18153 Evaluation of grain stocks estimates; by Clarence Dunkerley. June 1971. 
[76] p. il. 4° (Research and Development Branch, Standards and Re- 
search Division.) 7 A 92.2: G 76 


18154 Potatoes and sweetpotatoes, estimates by States and seasonal groups, crops 
of 1969 and 1970, acreage, yield, production, price, value, farm disposi- 
tion, stocks. Aug. 1971. 16 p. 4° (Pot 6(71) ; Crop Reporting Board.) + 
A 92.11/4: ard 
18155 Tree nuts, by States, 1969-70, production, use, value. Aug. 1971. 7 p 


(FRNT 4-1 (8-71) ; Crop Reporting Board.) + A 92.27: 9070 
18156 Turkeys, number raised, 1971. Aug. 23, 1971. 2 p. 4° (Pou 3-2 (871); 
Crop Reporting Board.) + A 92.9/8 : 971-2 


SYSTEMS RESEARCH AND Sects re ap SERVICE, 
Transportation Dept., Washington, DC 20553 


Report FAA-RD~—(series). TD 4.509 : (nos. ) 
18157 70-83. Class 1 et flashing beacon final ew [by] Arthur W. Mittendorf. 
[Nov. 1970.] cover title, 67+ A-—18 4° [Contract DOT FA70WA-— 


2998 : Unidvpanaed Pines: Inc., P A, Ariz.] 

18158 71-18. Technical evaluation of dual input ‘transponder, final report [with list of 
references ; by] Jules E. Blazej. Apr. 1971. cover title, vili+58+12+1 
p. il. 4° [Project 242-008—06X.] Paper, $3.00 


TARIFF Steel’ aaie 
Washington, DC 20436 


18159 Electrical conduit and fittings of iron or steel workers at Ambridge, Pa., 
plant, H. K. Porter Co., Inc., report to President on investigation TEA-— 
W-102, under sec. 301 (e) (2) of Trade expansion act of 1962. Oct. 1971. 
[2]+ii+4+A-18 p. 4° (TC publication 424.) + TC 1.2:C 75 


#For Sale b poe * bore. Information Service, 
Springfield, VA 22 
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18160 Optical elements, Wollensak, Inc., Rochester, N.Y., report to President on 
investigation TEA—F-30 under sec. 301(c) (1) of Trade expansion act of 
1962. Oct. 1971. [8] +6+A-27 p. 4° (TC publication 425.) 7 
TC 1.2: Op7 
18161 Sheet glass from France, Italy and West Germany, determinations of in- 
jury in investigations AA1921-78,-79, and -80 under antidumping act, 
1921, as amended. Nov. 1971. cover title, 19 p. 4° (TC publication 431.) 
+ TC 1.2: G 46/10 
18162 Synthetic organic chemicals, United States production and sales of plas- 
ticizers, 1970, preliminary. Oct. 1971. cover title, [1]+9 p. 4° 
TC 1.33/2: P 69/970 


TECHNOLOGY TRANSFER, Environmental Protection Agency 
Washington, DC 20460 


Note.—Established as part of Environmental Protection Agency in Sept. 1971. 
18163 Nitrogen control in Midwest, presented at Design Seminar, Sanitary op- 
erations and processes, Kansas City, Mo., Sept. 8-9, 1971; by E. Robert 
Baumann. 1971. [1]+7 leaves, 5 tabs., il. 4° [The following other titles 
are attached: Case study of need for advanced wastewater treatment, 
Ames, Iowa, by B. Robert Baumann and James C. Young; Suggested 
peaking considerations for activated sludge, by Sanitary Engineering 
Staff, Iowa State Nniversity ; Advanced wastewater treatment for nitro- 
gen removal, presented at 9th annual Water resources conference, Iowa 
State University, Ames, Iowa, Feb. 4-5, 1971. 1971. Includes list of 
references.] 7 EP 7.2: N 63 


18164 Upgrading existing treatment plants: A, Addition of metal salts and poly- 
mers, B, Improvements to biological filters [with list of references; by] 
James E. Laughlin [and] P. B. Partmer. [1971.] [1]+19+ [13] leaves, il. 
4° [Presented as part of Design seminar for wastewater treatment fa- 
cilities, sponsored by Technology Transfer Program, Kansas City, Mo., 
Sept. 8-9, 1971.) 7 EP 7.2: P 69 


TENNESSEE VALLEY AUTHORITY 
Washington, DC 20444 


18165 Industrial development in TVA areas during 1970. [Feb. 1971.] 33 p- il. 4° 
({Division of Power Marketing.]) + Y 3.T 25 : 30 In 27/970 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


Bibliographic list. 
18166 5. Hijacking, selected readings. ping vi+53 p. 4° (Office of Administrative 
Operations, Library Services Division.) & Paper, $3.00. 
L.C. card 73-614747 TD 1.15 :5 


TREASURY DEPARTMENT 
Washington, DC 20220 


18167 Foreign credits by United States Government, status of active foreign 
credits of United States Government and of international organizations, 
as of Dec. 31, 1970. [1971.] cover title, vii+205 p. oblong 12° [Errata, 
1 p., issued also.] * Paper, $1.75. © Item 925—C T 1.45 : 970-2 


18168 Remarks by Charls EB. Walker, Under Secretary of Treasury, before 44th 
annual convention of National Bankers Association, Washington, D.C., 
Oct. 8, 1971. [1971.] 3 p. 4° (C-188.) + T 1.31: W 151/19 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


18169 Directory of post offices (with ZIP codes) ; [prepared by Customer Services 
Support Division]. July 1971. cover title, xviii+491 p. 4° ([{Publication 
26.]) [Revised annually.] * Paper, $4.25 (S/N 3900-0232). @ Item 
839 P1.10/4: 971 
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Decemper 1971 


International mail; Sept. 1, 1971. [1971.] [574] p. il. (Publication 42.) 
[Includes transmittal letter 78. Issued in looseleaf form. Items printed 
in Postal bulletin after June 17, 1971 are effective as published but have 
not been incorporated in this issue.] * Paper, $2.50 (including basic 
book and changes for an indefinite period) ; 75c. additional for foreign 
mailing. @ Item 839 P 1.10/5;: 971 


UNITED STATES TRAVEL SERVICE, Commerce Dept. 
Washington, DC 20230 


Arrivals and departures by selected ports, 1970, statistics of foreign visitor 
arrivals and U.S. citizen departures analyzed by U.S. port of entry and 
departure. [1971.] iv+91 p. 4°. (Office of Research and Analysis.) + 
@ Item 271-A-3 C 47.15/4: 970 


WAGE AND HOUR DIVISION, Labor Dept. 
Washington. DC 20210 


Economic report on children’s dress and related products industry in Puerto 
Rico. Mar. 1971. cover title, xii+48+A-20+B-13 p. 4° (WH 71-174.) 
t L 22.2: C 48/9/9771 
Economic report on construction industry in Puerto Rico. July 1970. cover 
title, viii+28 p. 4° (WH 70-970.) ft L 22.2: C 76/4/9770 
Economic report on corsets, brassieres, and allied garments industry in 
Puerto Rico. Mar. 1971. cover title, xii+60+A-—108+B-86 p. 4° (WH 
71-173.) tf L 22.2: C 81/971 
Economic report on food and related products industry in Puerto Rico. 
Oct. 1971. cover title, [247] p. 4° (WH 72-3.) ¢ L 36.202: F 73 
Economic report on gloves and mittens industry in Puerto Rico. Feb. 1971. 
cover title, [170] p. 4° (WH 71-171.) ft L 22.2: G 51/4 
Economic report on handkerchief, scarf, and art linen industry in Puerto 
Rico. Mar. 1971. cover title, [97] p.4° (WH 71-176.) ¢ 
L 22.2: H 19/2/971 
Economic report on hotels, restaurants, and laundries in Virgin Islands. 
Oct. 1971. cover title, v+89 p. 4° (WH 72-4.) 7 L 36.202 : H 79/2 


Economic report on leather, leather goods, and related products industry 
in Puerto Rico. Feb. 1971. cover title, [121] p.4° (WH71-172.) ¢t 


L 22.2: L 48/3 
Economic report on local transit industry in Puerto Rico. July 1970. cover 
title, v+13 p. 4° (WH 70-1057.) ¢ L 22.2: T 68/2/970 


Economic report on 1966 coverage in: Men’s and boys’ clothing and related 
products industry, needlework and fabricated textile products industry, 
children’s dress and related products industry, leather goods and related 
products industry in Puerto Rico. Aug. 1970. cover title, vii+105 p. 
4° (WH 71-2.) ft L 22.2: C 62/966 

Economie report on sugar manufacturing industry in Puerto Rico. Apr. 
1970. cover title, [77] p. 4° (WH 70-861.) 7¢ L 22.2: Su 3/970 


Economic report on textiles and textile products in Puerto Rico. Sept. 1971. 
cover title, vi+123 p. 4° (WH 72-1.) ¢ L 36.202: T 31 
Economic report on tobacco and tobacco products industry in Puerto Rico. 
Sept. 1971. cover title, viii4-97 p. 4° (WH 72-2.) ¢t L 36.202 : T 55 
Economic report on women’s outerwear, needlework, and miscellaneous 


fabricated textile products industry in Puerto Rico. Apr. 19713. cover 
title, [222] p. 4° (WH 71-175.) ¢ L 22.2: 0u8 
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18186 Plectrical, instrument, and related products industry in Puerto Rico, data 


pertinent to review of minimum wage rates below $1.60 an hour estab- 
lished under Fair labor standards act; [prepared by Daniel F. 
Sweeney]. Apr. 1970. cover title, [67] p. il. 4° (WH 70-621.) ¢ 

L 22.2: El 2/970 


18187 Fabricated plastic products industry in Puerto Rico, data pertinent to 


review of minimum wage rates below $1.60 established under Fair 
Labor standards act. Dec. 1969. cover title, [107] p. 4° (WH 70-305.) 
t L 22.2: P 69 


18188 Hotels and motels under Fair labor standards act. [Sept. 1971.] 9 p. 4° 


(WH publication 1306 (Rev.).) ¢ @Item 777 136.202: H 79/971 


Interpretative bulletin, title 29, Code of Federal regulations. 


pt. 800. Equal pay for equal work under Fair labor standards act. 3d printing. 
(1971.] iv+25 p. 4° (WH publication 1209.) [Conforms to Code 
of Federal regulations as of Aug. 31, 1971.] Paper, 20c. @ Item 
778 L, 36.209 : 800 


18190 Metal, machinery, transportation equipment, and allied products industry 


in Puerto Rico, data pertinent to review of minimum wage rates below 
$1.60 established under Fair labor standards act. Apr. 1970. cover title, 
[80] p. 4° (WH 70-679.) ft L 22.2: M 56/2 


18191 “Sir, the Wage-Hour representative is here.” 1971. [5] p. il. narrow 8° 


(WH publication 1340.) + ©@ Item 777 L 36.202: W 12/2 


18192 Straw, hair, and related products industry in Puerto Rico, data pertinent 


to review of minimum wage rates below $1.60 established under Fair 
labor standards act. Dec. 1969. cover title, [73] p. 4° (WH 70-493.) 
L 22.2: St 8/969 


WATER PROGRAMS OFFICE, Environmental Protection Agency 
Rockville, MD 20852 


18193 Chemical water quality of lower Kansas River basin [with bibliography] ; 


by Walter J. O’Brien and Ernest E. Angino. Nov. 1966. [76] leaves, 4° 
[Prepared in cooperation with University of Kansas, Center for Re- 
search, Inc., Engineering Science Division, Lawrence, Kans. under con- 
tract PH 86-66-63 Missouri-Souris-Red River Basins Comprehensive 
Water Pollution Control Project.] t FS 16.2: K 13 


18194 Conference in matter of pollution of Lake Michigan and its tributary 


basin, proceedings, 3d session (reconvened) Mar. 24, 25, 1971, Chicago, 
Ill.: v. 2. [1971.] cover title, viii;-267-606 p. il. 4° + @ Item 473—A-1 
L.C. card 74-614766 EP 2.2: M 58/v.2 


18195 Development and evaluation of mathematical model of lower reaches of 


Kansas River drainage system [with list of references]; by Robert L. 
Smith [and others]. Jan. 1967. ix+123+-iv leaves, il. 4° (Missouri- 
Souris-Red River Basins Comprehensive Water Pollution Control Proj- 
ect.) [Prepared under contract PH 86-66-63 by University of Kansas, 
Center for Research Inc., Engineering Science Division, Lawrence, 
Kans.] + Environmental Protection Agency FS 16.2: K 13/2 


18196 Further investigation into water quality parameters used in lower Kan- 


sas River basin model [with list of references]; by Walter J. O’Brien 
and Ernest E. Angino. June 1968. x+182 p. il. 4° (Missouri-Souris- 
Red River Basins Comprehensive Water Pollution Control Project.) 
[Prepared under contract 14-12-58 by University of Kansas, Center 
for Research, Inc., Engineering Science Division, Lawrence, Kans.] 
¢ Environmental Protection Agency I 67.2: K 13/2 


18197 James River Wilson Creek study, Springfield, Mo., v. 2 [with bibliog- 


raphies]. Ada, Okla., June 1969. cover title, [180] leaves, il. 7 pl. in 
pocket, 4° (Robert 8S. Kerr Water Research Center, Technical services 
program.) [One illustration is colored.) + Environmental Protection 
Agency I 67.2: J 23/v.2 
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18198 Pomme de Terre Lake bacteriological study (Missouri); [by Thomas O. 
Dahl]. Mar. 1971. [35] p. il. 4° (Region 7, Kansas City, Mo.) [Pre- 
pared in Cooperation with Technical Support Office.] + Environmen- 
tal Protection Agency EP 2.2: P77 


18199 Project register, June 30, 1971, distribution of river basin of projects 
approved under sec. 8 of Federal water pollution control act (pub. law 
660, 84th Congress), as amended. [1971.] cover title, ix+134 p. il. 4 
+ ©@ Item 607-E EP 2.13 : 971 


18200 Synoptic survey of limnological characteristics of Big Cypress Swamp, 
Fla. [with list of references cited; by] John A. Little, Robert F. 
Schneider, Bobby J. Carroll. May 1970. [285] p. il. 4° (Southeast 
Water Laboratory, Technical Services Program.) ft I 67.2: B 48e 


18201 United States Department of Interior budget estimates, fy 1971: pt. 1, 
By category. [1970.] [2]+1-131, 136-140 leaves, 4° (Water Quality 
and Research.) [Issued in looseleaf form, with marginal index tabs 
on blank cardboard showing titles.] + Environmental Protection 
Agency I 67.2: B 85/2/971 


Water pollution control research series. @ Item 473-A-1 EP 2.10: (nos.) 


18202 11024 EQG 03/71. Storm water problems and control in sanitary sewers, Oak- 
land and Berkeley, Calif. [with list of references]; by 
Metcalf & Eddy, Inc., Engineers, Boston, New York, Palo 
Alto. Mar. 1971. Sy ryt yl B; il. 4° [Contract 14— 
12—407.] * Paper, $4.00 (S/N 5501-0095). 
18203 11024 FLY 06/71. Heat shrinkable tubing as sewer pipe joints [with list of 
references ; by Gerald D. Beale, Stephen M. Sweet, and 
Gerald D. Hartsel]. June 1971. vili+111+ [1] p. il 4° 
{Promere Company of North America, Richardson, Tex. ; 
‘ontract 14-12-854.] * Paper, $1.25. 
18204 11034 FLU 06/71. Hydraulics of long vertical conduits and associated cavita- 
: tion [with list of references] ; by St. Anthony Falls, Hy- 
draulic Laboratory, University Minnesota, Minneapolis, 
Minn. June 1971. cover title, vi+49+ [1] p. il. 4° Con- 
tract 14-12-861.] * Paper, 60c. 
18205 12000 FLX 02/71. System for industrial waste treatment RD & D project pri- 
ority assignment [with list of references]; by Synetics 
Corporation, Allison Park, Pennsylvania. Feb. 1971. viii 
dio p. il. 4° [Contract 14-12-840.] * Paper, 


L.C. card 77-614772 
18206 12060 ECF 04/70. Current practice in seafoods precemane, waste treatment 
[with list of literature cited] ; by M. R. e5* wy; [and 
others]. Apr. 1970, (pablicnes 1971]. [15] +120+ [57] p. 
il.4° [Prepared by Department of Food Science and Tech- 
nology, Oregon State University, Corvallis, Oreg.) f 
L.C. card 79-612477 
18207 14010 FPR 04/7:. Acid mine drainage formation and abatement [with list of 
references] ; by Ohio State University Research Founda- 
tion, Columbus, Ohio. Apr. 1971. v+82+ [3] p. il. 4° 
({[DAST-42].) 7 
L.C. card 75-612476 EP 2.10 : 14010 FPR 04/71 
18208 15080 FWO 02/71. Floating oil recovery device ; by Physical Science Laboratory, 
New Mexico State University, Las Cruces, N. Mex. Feb. 
1971. vii+74+[1] p. il. 4° [Contract 14-12-903.] 
* Paper, $1.00 (S/N 5501-0116). 
L.C. card 77-614878 
Methods for chemical analysis of water and wastes, 1971 
{with lists of references]. [1971.] xi+312 p. il. 4° (An- 
alytical — Control Laboratory.) * Paper, $3.00 
(S/N 5501-0067). 
18210 16070 EOK 07/71. Oceanography of nearshore coastal waters of Pacific North- 
west relating to possible pollution, v. 2; by Oregon State 
University, Corvallis, Oreg. July 1971. vi+744 p. il. 4° 
* Paper, $6.00 (S/N 5501-0141). 
L.C. card 75-614900 
18211 17010 BAP 10/70. Feasibility of liquid ion exchange for extracting phosphate 
from wastewater [with bibliography by LeRo Ditsch, 
Ronald Swanson and Albert J. Milun]. Oct. 1970. vi+40 
+ [1] p. il. 4° [General Mills Chemicals, Incorporated, 
Minneapolis, Minn.; Contract 14-12-590.] * Paper, 50c. 
L.C. card 78—614838 


18209 16020 --- 07/71. 
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18212 17010 BELO 08/71. Advanced waste water treatment as practiced at South Tahoe 
{with bibliographies ; by Russell L. Culp, David R. Evans, 
Jerry C. Wilson]. Aug. 1971. xix+436+ [1] p. il 4° 
{Grant WPRD 52-01-67; prepared by South Tahoe Pub- 
Be taity District, South Lake Tahoe, Calif.] * Paper, 


ie reales 70-616010 
18213 18010 DPV 12/70. Water saath criteria data book: v. 1, Organic chemical 
pollution of freshwater [with list of references]; pre- 


pared by Arthur D. Little, Te} Cambridge, Mass. Dec. 
yak leapyahes. 1971). v+379- +{16] p. 4° [(Contreet 
12—538.] role T, $3.50 (S/N 5501-0144). 


Le. card 79-61490: 

18214 Water quality control study of Yellow Jacket project, White and Yampa 
River basins, Colorado [with bibliography]. Region 8, Denver, Colo., 

Jan. 1966. [2]-+-ii+31+[1] leaves, il. 4° [Prepared at request of and 

in cooperation with Bureau of Reclamation, Region 4, U.S. Department 

of Interior, Salt Lake City, Utah.] + Environmental Protection Agency 

FS 16.2: Y3 

18215 Water quality control study, Powder River basin, Kaycee unit, Wyo., study 
of need and value of storage for water quality control [with bibliogra- 

phy]. Feb. 1966. [35] p. il. 4° [Prepared at request of and in cooperation 

with Reclamation Bureau, Region 6, Billings, Mont.] } Environmental 
Protection Agency FS 16.2: P 87 

18216 Water quality investigations, Souris River basin, N. Dak., 1969 [with list 
of references]. Feb. 1971. [1]-++iv-+62+A-3 p. il. 4° (Region 7, Kansas 

City, Mo.) + Environmental Protection Agency EP 2.2: S808 


WATER RESOURCES COUNCIL 
1025 Vermont Avenue, NW., Washington, DC 20005 


18217 Coordination directory for planning studies and reports, Aug. 1971. [1971.] 
cover title, [204] p. il. 4° [Issued with perforations.] + © Item 1090 
Y 3.W 29:2C7%8& 


WHITE HOUSE CONFERENCE ON YOUTH 


18218 Report of White House Conference on Youth, Apr. 12-22, 1971, Estes Park, 
Colo. [1971.] [5]+310 p. il. large 8° * Paper, $2.50 (S/N 4000-0267). 
@ Item 1088 
L.C. card 73-614893 Y 3.W 58/3-3 : 1/971 


WOMEN’S BUREAU, Labor Dept. 
Washington, DC 20210 


Pamphlet. 


18219 10. Continuing education programs and services for women [with list of selected 
roasting? prepared by Jean A. Wells]. [Revised 1971.] [1971.] cover title, 

vi-+-167 p. il. * Paper, 70c. (S/N 2902-0042). @ Item 783-—A 
L 36.112: 10 


“For Sale by Superintendent of Documents 
Distribution Made by Issuing O 
fOfficial Use. Not Available 





INDEX FOR JANUARY THROUGH DECEMBER 1971 
PHOTOGRAPHED AT BEGINNING OF REEL 








O d BI I. To Mptinnendest of Docupents 
raer ain Wathington, Dic b0409 







































































WO Si os ~~ o- For Use of Supt. of Docs. 
on | EERE ee see 
Your name ___... we eer 
To be mciled 
ee eee PE iehicdscshiietsncinacnanennnnieas 
ie ee ee Subscriptions _..........- 
ITTY Mae ee 
City, State, and ZIP Code ..............-...-....---- Coupon refund .......... 
umber is shown at right-hand end of last line of in 
ee Geen ele lee ate Postage ....--------=---- 
preceding the list price. 
Senate QUANTITY) TITLE OF PUBLICATION AMOUNT 
CATALOG NO. DESIRED 
For additional space use other side. Total, $........|....-.-: 








For PROMPT, ACCURATE SHIPMENT please fill in the following label—Please PRINT or typewrite. 


U.S. GOVERNMENT PRINTING OFFICE 


POSTAGE AND FEES PAID ‘ 
U.S. GOVERNMENT PRINTING OFFICE 








Additional space for your order 






































GOVERNMENT PRINTING OFFICE BOOKSTORES 


In addition to the mail-order service provided by the Office of the Superintendent 
of Documents, Government Printing Office, there are also 14 bookstores which 
constitute a part of the operations of that office. The locations of these stores are 


shown below: 


Government Printing Office 

710 North Capitol Street 

Washington, D.C. 20402 

Telephone: Area code 202—-783-3238 


Department of Commerce, Lobby 

14th and Constitution Avenue NW. 
Washington, D.C. 20230 

Telephone: Area code 202—-967—3527 


USIA Building, 1st floor 
1776 Pennsylvania Avenue NW. 
Washington, D.C. 20547 


Telephone: Area code 202—632-9668 


Department of State Building, 1st floor 

2201 C Street NW. 

Washington, D.C. 20520 

Telephone: Area code 202-632-1437 

(Public access to building controlled by 
security regulations.) 


The Pentagon 

Main Concourse, south end 
Washington, D.C. 20310 

Telephone: Area code 202—541-—2998 


Atlanta 

Room 100, Federal Building 

275 Peachtree Street NE. 

Atlanta, Georgia 30303 

Telephone: Area code 404-526-6946 


Boston 

Room G25, John F. Kennedy Federal 
Building 

Sudbury Street 

Boston, Massachusetts 02203 

Telephone: Area code 617—-223-—6071 
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Room 1463—14th floor 

Everett McKinley Dirksen Building 

219 South Dearborn Street 
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1100 Commerce Street 
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Denver 

Room 1421 

Federal Building—vU.S. Courthouse 
1961 Stout Street 

Denver, Colorado 80202 

Telephone: Area code 303—-837-—3964 


Kansas City 

Room 135, Federal Office Building 

601 East 12th Street 

Kansas City, Missouri 64106 
Telephone: Area code 816—374-—2160 


Los Angeles 

Room 1015, Federal Office Building 
300 North Los Angeles Street 

Los Angeles, California 90012 
Telephone: Area code 213—688-—5841 


New York City 

Room 110 

26 Federal Plaza 

New York, N.Y. 10007 
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